A Comparison of Abrasion Test Methods 
for Embedding of Granular Mineral Sur- 
facing on Asphalt Roofing, by H. W. 
Greider and G. A. Fasold. Report of 
Committee D-8, Appendix I, 453. 

Absorption. 

Tentative Methods of Test for: - 

Brick (Modulus of Rupture, Compressive 
Strength, Absorption), 780. 

Sheet and Plate Materials Used in Elec- 
trical Insulation, 990. 

Specific Gravity and 
Coarse Aggregate, 805. 

Specific Gravity and Absorption of Fine 
Aggregate, 808. 


Absorption of 


Untreated Paper Used in Electrical Insu- 


lation, 933. 

Water Absorption of Building Brick, by 
J. W. McBurney. Report of Commit- 
tee C-3, Appendix, 260. Discussion, 

Accelerated Tests. 

See Abrasion; 

Weathering. 


Aging Test; Corrosion; 


"Acidity. 


See Neutralization. 


Adhesion Test. 


Tentative Methods of Test for Adhesion of 
Vulcanized Rubber (Friction Test), 1120. 

Tentative Methods of Tests of Adhesion of 
Vulcanized Rubber to Metal, 1127. 

Tentative Specifications and Tests for Fric- 
tion Tape for General Use for Electrical 
Purposes, 1059. 


Admixtures. 


Tentative Definitions of Terms Relating to 
Concrete and Concrete Aggregates, 811. 
Aggregates. 


Concrete and Concrete Aggregates. Report 


Shrinkage of Haydite ond Sand- Gravel 
Concrete, by F. E. Richart and J. | 
Keranen. Report of Committee C9, 
Appendix IV, 339. 

Studies of Sodium and Magnesium Sulfate 
Soundness Tests, by Stanton Walker and 
C. E. Proudley. Report of Committee 
C-9, Appendix III, 327. Discussion, 336. — 


Studies on Relation Between Characteris- 


tics of Blast-Furnace Slag and Other 
Coarse Aggregates and the Properties of 
Resultant Concretes, by Fred Hubbard. 
Report of Committee C-9, Appendix I], 
297. 

Tentative Definitions of Terms Relating to 
Concrete and Concrete Aggregates, 811. 

Tentative Method of Test for Specific 
Gravity and Absorption of Coarse Aggre- 
gate, 805. 

Tentative Method of Test for Specific 
Gravity and Absorption of Fine Aggre- 
gate, 808. 

Tentative Specifications for Concrete Ag- 
gregates, 788. 


Aging Test. 

Tentative Methods of Test for Accelerated 
Aging of Vulcanized Rubber, 1113. 

Tentative Methods of Testing Untreated 
Paper Used in Electrical Insulation, — 
933. 

Tentative Specifications for Insulated Wire 
and Cable: Class AO, 30 per cent Hevea 
Rubber Compound, 1065. 

Tentative Specifications for Insulated Wire 
and Cable: Performance Rubber Com- 
pound, 1092. 

Alkalinity. 

See Neutralization. 
Alloy Steel. 

See also Steel. 


Chemical Analysis of Metals. Report of 


of Committee C-9, 284. Committee E-3,539. 
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d Alloy Steel (Continued): 


Effect of Temperature on the Properties of 
Metals. Report of Joint Research Com- 
mittee, 127. 

Iron-Chromium, Iron -Chromium - Nickel 
and Related Alloys. Report of Com- 
mittee A-10, 119. 

Tentative Revision of Standard Specifica- 
tions for Alloy-Steel Bolting Material for 
High-Temperature Service, 1195. 

Tentative Specifications for: 

20 per cent Chromium, 9 per cent Nickel 
Alloy-Steel Castings, 639. 

Alloy-Steel Bolting Materials for High- 
Pressure and High-Temperature Serv- 
ice to 1100 F., 627. 

Carbon and Alloy-Steel Nuts for Bolts 
for High-Pressure and High-Tempera- 
ture Service to 1100 F., 634. 

Heat-Treated Carbon- and Alloy-Steel 
Track Bolts, 587. 

High-Strength Structural Rivet Steel, 
567. 

Seamless Alloy-Steel (4 to 6 per cent 
Chromium) Still Tubes for Refinery 
Service, 619. 

Seamless Cold-Drawn Alloy-Steel (4 to 
6 per cent Chromium) Heat-Exchanger 
and Condenser Tubes, 612. 

Structural Nickel Steel, 561. 


Alloys, Non-Ferrous. 

See also Aluminum; Brass; Bronze; 
Copper; Electrical Resistance and Heat- 
ing Alloys; Magnesium. 

Copper and Copper Alloy Wires for Elec- 
trical Conductors. Report of Committee 
B-1, 151. 

Copper and Copper Alloys, Cast and 
Wrought. Report of Committee B-5, 
168. 

Die-Cast Metals and Alloys. Report of 
Committee B-6, 178. 

Exposure Tests of Plating on the Non- 
Ferrous Metals. Report of Joint Com- 
mittee, 212. 

Electrica] - Heating, Electrical - Resistance 
and Electric-Furnace Alloys. Report of 
Committee B-4, 157. 

Finishing of Die Castings, by J. C. Fox. 
Report of Committee B-6, Appendix II, 
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An Investigation of Aluminum Die Casting 
Alloys Nos. IVa and Va. Report of 
Committee B-6, Appendix I, 182. 

Light Metals and Alloys, Cast and Wrought. 
Report of Committee B-7, 204. 

Non-Ferrous Metals and Alloys. Report of 
Committee B-2, 155. 

Aluminum. 
Finishing of Die Casting, by J. C. Fox. 
Report of Committee B-6, Appendix II, 
193, 
An Investigation of Aluminum Die Casting 
Alloys Nos. [Va and Va. Report of 
Committee B-6, Appendix I, 182. 
Light Metals and Alloys, Cast and Wrought. 
Report of Committee B-7, 204. 
Tentative Specifications for: 
Aluminum-Alloy (Duralumin) Bars, Rods 
and Shapes (AJuminum-Copper-Mag- 
nesium-Manganese), 680. 

Aluminum-Alloy (Duralumin) Sheet and 
Plate (Aluminum-Copper-Magnesium- 
Manganese), 690. 

Aluminum-Base Alloy Permanent Mold 
Castings, 669. 

Aluminum-Base Alloy Sand Castings, 674 

Aluminum-Magnesium-Chromium Alloy 
Sheet and Plate, 699. 

Aluminum-Manganese Alloy Sheet and 
Plate, 694. 

Aluminum Sheet and Plate, 685. 

X-ray Diffraction as a Means of Detecting 
Impending Fatigue Failure. Report of 
Research Committee on Fatigue of 
Metals, Appendix, 125. 

Analyses. 

See Chemical Methods of Analyses; Test- 
ing, Physical Methods of. 

(Methods of analyses, testing, etc., are also 
indexed under the materials and subjects 
covered by them.) 

Analysis Test Data. 

See Data, Interpretation and Presentation 
of. 

Anodic Oxidation. 

Finishing of Die Castings, by J. C. Fox. 
Report of Committee B-6, Appendix I], 
193. 

Annual Meeting. 

Annual Report of the Executive Commit- 

tee, 42. 
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Summary of the Proceedings of the Thirty- 
ninth Annual Meeting, 1. 

Tenth Award of Charles B. Dudley 
Medal. Summary of the Proceedings of 
the Thirty-ninth Annual Meeting, 11. 

The Testing of Non-Materials. Annual 
Address by the President, Hervey S. 
Vassar, 37. 

Anthracite. 

See Coal. 

Apparatus. 
See Testing Apparatus. 
Asbestos. 

Tentative Definitions and Terms Relating 
to Textile Materials, 1171. 

Tentative Methods of Testing Sheet and 
Plate Materials Used in Electrical Insu- 
lation, 990. 

Textile Materials. Report of Committee 
D-13, 490. 

Asphalt. 

Bituminous Waterproofing and Roofing 
Materials. Report of Committee D-8, 
448. 

A Comparison of Abrasion Test Methods 
for Embedding of Granular Mineral Sur- 
facing on Asphalt Roofing, by H. W. 
Greider and G. A. Fasold. Report of 
Committee D-8, Appendix I, 453. 

Road and Paving Materials. Report of 
Committee D-4, 427. 

Tentative Methods of Test for: 

Emulsified Asphalts, 880. 

Softening Point by Ring-and-Ball Appa- 
ratus, 1186. 

Solid Filling and Treating Compounds 
Used for Electrical Insulation, 1000. 

Tentative Specifications for: 

Asphalt for Use in Damp-proofing and 
Waterproofing Above Ground Level, 
892. 

Asphalt for Use in Damp-proofing and 
Waterproofing Below Ground Level, 
894, 

Emulsified Asphalt (for Coarse Aggregate 
Plant Mixes), 860. 

Emulsified Asphalt (for Retread and 
Coarse Aggregate Mixes), 862. 

Emulsified Asphalt (Heavy Premix— 
Summer Grade), 864. 

Emulsified Asphalt ((Quick-Setting) for 


Mold 


, 674. 
Alloy 
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Penetration and Surface Treatment), 
866. 

Primer for Use with Asphalt in Damp- 
proofing and Waterproofing Below and 
Above Ground Level, 910. 

Atmospheric Exposure. 
See Corrosion; Weathering. 


Autoclave Test. 
Lime. 


Report of Committee C-7, 275. 
Tentative Specifications for Glazed Build- 


ing Units, 776. 


Change and Soundness of Portland 


Cement. Report of Working Committee, 
Committee C-1, 225. Discussion, 249. 


B 
Bars. 
Tentative Specifications for: 


Alloy-Steel Bolting Materials for High- 
Pressure and High-Temperature Serv- 
ice to 1100 F., 627. 

Aluminum-Alloy (Duralumin) Bars, 
Rods and Shapes (Aluminum-Copper- 
Magnesium-Manganese), 680. 

Copper-Silicon Alloy Rods, Bars and 
Shapes, 747. 

Fabricated Steel Bar or Rod Mats for 
Concrete Reinforcement, 5° 

High-Carbon Steel Joint Bars, 579. 

High-Strength Structural Rivet Steel, 
567. 

Magnesium-Base Alloy Bars, Rods and 
Shapes, 720. 

Quenched Carbon-Steel Joint Bars, 583. 

Single and Double Refined Wrought-Iron 
Bars, 648. 

Structural Nickel Steel, 561. 

Wrought-Iron Rivets and Rivet Rounds, 
658. 

Beams. 

Tentative Specifications for 
Wood Joist and Plank, Beams and 
Stringers, and Posts and Timbers, 823. 

Bearing Metal. 

Tentative Specifications for: 

Bronze Castings for Turntables and 
Movable Bridges, 724. 


motive Wearing Parts, 728. 
Car and Tender Journal Bearings, Lined, — 
731. 


Structural 
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Belting. 
Tentative Methods of Test for Adhesion of 
Vulcanized Rubber (Friction Test), 1120. 


‘Bend Testing. 

Proposed Method for the Bend Testing of 
Wire. Report of Committee B-4, 
Appendix, 162. 

Tentative Specifications for Insulated Wire 
and Cable: Class AO, es per cent Hevea 


Bituminous Coal. 
See Coal. 


Bituminous Materials. 

See Asphalt; Emulsified Asphalts; Petro- 
leum Products; Tar; Timber Preserva- 
tives; Waterproofing. 


Block. 


Tentative Revisions of Standard Specifica- 
tions for, 
Block for Durax Granite Pavements, 
1203. 
Block for Granite Block Pavements 
1202. 
Block for Recut Granite Block Pave- 
ments, 1203. 


Boiler Feedwater. 


Boiler Feedwater Studies. Report of the 
Joint Research Committee, 510. 

Water for Industrial Uses. Report of 
Committee D-19, 507. 


Boiler Materials. 
Tentative Specifications for: 

Alloy-Steel Bolting Materials for High- 
Pressure and High-Temperature Serv- 
ice to 1100 F., 627. 

Sheet and Plate, 699. : 
Carbon and Alloy-Steel Nuts for Bolts 
for High-Pressure and High-Tempera- 
ture Service to 1100 F., 634. 

Carbon-Steel Castings for Miscellaneous 
Industrial Uses, 598. 

Copper-Silicon Alloy Plates and Sheets, 
744. 

High-Strength Structural Rivet Steel, 
567. 

Seamless Alloy-Steel (4 to 6 per cent 
Chromium) Stilf Tubes for Refinery 

Service, 619. 


Part 


Seamless Steel Boiler Tubes for High. 
Pressure Service, 606. 

Seamless Cold-Drawn Alloy-Steel (4 to ¢ 
per cent Chromium) Heat-Exchanger 
and Condenser Tubes, 612. 

Single and Double Refined Wrought-Iron 
Bars, 648. 

Wrought-Iron Rivets and Rivet Rounds, 
658. 


Boiling Point Gravity Number. 7 
Diesel-Fuel-Oil Classification. Report of 
Committee D-2, Appendix VII, 418. 


Bolting. 

Tentative Revision of Standard Specifica- 
tions for Alloy-Steel Bolting Material for 
High-Temperature Service, 1195. 

Tentative Specifications for: 

Alloy-Steel Bolting Materials for High- 
Pressure and High-Temperature Serv- 
ice to 1100 F., $27. 

Carbon and Alloy-Steel Nuts for Bolt 
for High-Pressure and High-Temper: 
ture Service to 1100 F., 634. 

Heat-Treated Carbon- and Alloy-Ste 
Track Bolts, 587. 


Bomb Tesi. 
See Aging Test. 


Braid. 
Tentative Specifications for Insulated Wir 
and Cable: Class AO, 30 per cent Heve 
Rubber Compound, 1065. 


Brass. 

Copper and Copper Alloys, Cast ar 
Wrought. Report of Committee B-5 
168. 

Exposure Tests of Plating on the Non- 
Ferrous Metals. Report of Joint Com- 
mittee, 212. 

Tentative Specifications for Car and Tender 
Journal Bearings, Lined, 731. oO 


Brick. 
Brick. Report of Committee C-3, 258. 
Refractories. Report of Committee C-5, 

278. 

Tentative Methods 
(Modulus of Rupture, 
Strength, Absorption), 780. 

Tentative Specifications for Building Brick 

_ (Made from Clay or Shale), 773. 
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Tentative Specifications for Glazed Build- 
ing Units, 776. 

Water Absorption of Building Brick, by 
J. W. McBurney. Report of Committee 
C-3, Appendix, 260. Discussion, 272. 


Bridges. 
Tentative Specifications for: 
Bronze Castings for Turntables and 
Movable Bridges, 724. 
Carbon-Steel Castings for Miscellaneous 
Industrial Uses, 598. 
High-Strength Structural Rivet Steel, 
567. 
Structural Nickel Steel, 561. 
Bronze. 
Copper and Copper Alloys, Cast and 
Wrought. Report of Committee B-5, 
168. 


Exposure Tests of Plating on the Non- 
Ferrous Metals. 
mittee, 212. 

Tentative Revision of Standard Specifica- 
tions for Manganese-Bronze Ingots for 
Sand Castings, 1197. 

Tentative Revision of Standard Specifica- 


Report of Joint Com- 


tions for Manganese-Bronze Sand Cast- 
ings, 1197. 
Tentative Specifications for: 
Bronze Castings for Turntables 
Movable Bridges, 724. 
Bronze Castings in the Rough for Loco- 
motive Wearing Parts, 728. 
Car and Tender Journal Bearings, Lined, 
731. 
Sheet and Strip Phosphor Bronze, 734. 
Building Brick. 
See Brick. 
Building Stone. 
Natural Building Stones and Slate. Report 
of Committee C-18, 352. 
Building Tile. 
See Tile. 


and 


Cc 
Cable. 

Copper and Copper Alloy Wires for Elec- 
trical Conductors. Report of Committee 
B-1, 151. 

Tentative Methods of Testing Solid Filling 
and Treating Compounds Used for Elec- 

trical Insulation, 1000. 


Tentative Specifications for: 


Insulated Wire and Cable: Class AO, 
30 per cent Hevea Rubber Compound, 
1065. 

Insulated Wire and Cable: Performance 
Rubber Compound, 1092. 

Tests for Friction Tape for General Use 
for Electrical Purposes, 1059. 

Cadmium. 
Field Tests of Metallic Coatings. Report 

of Subcommittee VIII, Committee A-5, 

107. 


Calibration, Methods of. 
Tentative Methods of Tension Testing of 
Vulcanized Rubber, 1105. 


Carpets. 


Tentative Methods of Testing Pile Floor 


Covering, 1162. 


Cars. 
See Locomotives and Cars. 


Castings. 

See Alloy Steel; Aluminum; Brass; Bronze; 

Cast Iron; Copper; Die Castings; 
Malleable Iron; Steel. 


Cast Iron. 

Cast Iron. Report of Committee A-3, 99. 

Chemical Analysis of Metals. Report of 
Committee E-3, 539. 

Exposure Tests of Plating on the Non- 
Ferrous Metals. Report of Joint Com- 
mittee, 212. 

Tentative Definitions of Terms Relating to 
Cast Iron, 667. 

Tentative Specifications for Cupola Malle- 
able Iron, 665 

Tentative Specifications for Lightweight 
and Thin-Sectioned Gray-Iron Castings, 
663. 

ement. 

Bibliography on soundness of cement, 239. 

Cement Reference Laboratory. Report of 
Subcommittee, Committee C-1, 252. 

Cement. Report of Committee C-1, 219. 

Proposed Method for Determining Phos- 
phorus and Manganese in Cement. 
Report of Committee C-1, Appendix, 255. 

Volume Change and Soundneéss of Portland 
Cement. Report of Working Committee, 
Committee C-1, 225. Discussion, 249. 
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Cetane Number. 

“ Diesel-Fuel-Oil Classification. Report of 
: Committee D-2, Appendix VII, 418. 
C. F. R. Engine. 

Tentative Method of Test for Knock Char- 
acteristics of Motor Fuels, 848. 

Chafer Tire Fabrics. 

Tentative Revision of Standard Specifica- 
tions and Methods of Test for Chafer 
Tire Fabrics, 1203. 

Chemical Methods of Analyses. 

(Methods of chemical analysis of the ferrous 
and non-ferrous metals and alloys are 
issued collectively in a separate Society 
publication “ A.S.T.M. Methods of Chem- 
ical Analyses of Metals, 1936.”’) 

Chemical Analysis of Metals. Report of 
Committee E-3, 539. 

Proposed Method for Determining Phos- 
phorus and Manganese in Cement. 
Report of Committee C-1, Appendix, 255. 

Spectrographic Analysis. Report of Com- 
mittee E-2, 537. 

Tentative Methods of Test for Small 
Amounts of Copper and Manganese in 
Textiles, 1166. 

Tentative Revision of Standard Methods 
of Routine Analysis of White Linseed Oil 
Paints, 1201. 

Volume Change and Soundness of Portland 
Cement. Report of Working Commit- 
tee, Committee C-1, 225. Discussion, 
249. 

Chromium. 

Exposure Tests of Plating on the Non- 
Ferrous Metals. Report of Joint Com- 
mittee, 212. 

Finishing of Die Castings, by J. C. Fox. 
Report of Committee B-6, Appendix II, 
193. 

Chromium-Nickel Alloys. 

Electrical - Heating, Electrical - Resistance 
and Electrical-Furnace Alloys. Report 
of Committee B-4, 157. 

Iron-Chromium, Iron -Chromium - Nickel 
and Related Alloys. Report of Commit- 
tee A-10, 119. 

Report on Long-Time Creep Tests of 18 
per cent Chromium, 8 per cent Nickel 
Steel and 0.35 per cent Carbon Steel. 
Report of Joint Research Committee on 
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Effect of Temperature on the Propertie 
of Metals, Appendix IT, 143. 

Tentative Specifications for Alloy-Stee! 
Bolting Materials for High-Pressure and 
High-Temperature Service to 1100 F,, 
627. 

Tentative Specifications for 20 per cent 
Chromium, 9 per cent Nickel Alloy-Stee| 
Castings, 639. 

Chromium Steel. 
Tentative Specifications for: 
Carbon and Alloy-Steel Nuts for Bolt 
for High-Pressure and High-Temper- 
ature Service to 1100 F., 634. 
Seamless Alloy-Steel (4 to 6 per cent 
Chromium) Still Tubes for Refinery 
Service, 619. 
Seamless Cold-Drawn Alloy-Steel (4 to 
6 per cent Chromium) Heat-Exchanger 
and Condenser Tubes, 612. 
Clay Hollow Tile. 
See Tile. 
Coal. 

Classification of Coals. 
tional Committee, 437. 

Coaland Coke. Report of Committee D-5, 
433. 

Tentative Method for Designating the Size 
of Coal from Its Screen Analysis, 819. 

Tentative Method of Test for Coal and 
Lignite in Sand, 794. 

Tentative Revision of Standard Methods 
of Laboratory Sampling and Analysis of 
Coal and Coke, 1206. 

Tentative Specifications for Classification 
of Coals by Rank, 812. 

Coating Test. 

Tentative Methods of Testing Emulsified 

Asphalts, 880. 
Coke. 

Coal and Coke. 
433. 

Tentative Revision of Standard Methods 
of Laboratory Sampling and Analysis o! 
Coal and Coke, 1206. 

Color. 

Development of Color Standards for the 
A.S.T.M. Union Colorimeter. Report 
of Committee D-2, Appendix IV, 406. 

Tentative Revision of Standard Methods of 
Testing Electrical Insulating Oils, 1206. 


Report of Sec- 


Report of Committee D-5 
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Columns. 

Tentative Specifications for Structural 
Wood Joist and Plank, Beams and 
Stringers, and Posts and Timbers, 823. 


Compression Testing. 

Studies on Relation Between Characteris- 
tics of Blast-Furnace Slag and Other 
Coarse Aggregates and the Properties of 
Resultant Concretes, by Fred Hubbard. 
Report of Committee C-9, Appendix II, 
297. 

Tentative Methods of Test for: 

Brick (Modulus of Rupture, Compressive 
Strength, Absorption), 780. 

Compression Set of Vulcanized Rubber, 
1133. 

Sheet and Plate Materials Used in Elec- 
trical Insulation, 990. 


Concrete. 

Apparatus and Technique for the Bureau 
of Reclamation Concrete Permeability 
Tests, by E. N. Vidal and G. A. Samson. 
Report of Committee C-9, Appendix I, 
289. 

Concrete and Concrete Aggregates. Re- 


port of Committee C-9, 284. 

Shrinkage of Haydite and Sand-Gravel 
Concrete, by F. E. Richart and J. E. 
Keranen. Report of Committee C-9, 
Appendix IV, 339. 

Studies of Sodium and Magnesium Sulfate 
Soundness Tests, by Stanton Walker and 
and C. E. Proudley. Report of Commit- 
tee C-9, Appendix III, 327. Discussion, 
336. 

Studies on Relation Between Characteris- 
tics of Blast-Furnace Slag and Other 
Coarse Aggregates and the Properties of 
Resultant Concretes, by Fred Hubbard. 
Report of Committee C-9, Appendix II, 
297. 

Tentative Definitions of Terms Relating to 
Concrete and Concrete Aggregates 811. 

Tentative Laboratory Method of Making 
Flexure Tests of Concrete Using a Simple 
Beam with Third Point Loading, 796. 

Tentative Method of Test for Flow of 
Portland-Cement Concrete by Use of the 
Flow Table, 803. 

Tentative Revision of Standard Specifica- 
tions for Concrete Sewer Pipe, 1198. 


= 


Tentative Specifications for Concrete Ag- 

gregates, 788. 
Concrete Reinforcement. 

Tentative Specifications for Fabricated 
Steel Bar or Rod Mats for Concrete 
Reinforcement, 571. 

Tentative Specifications for Welded Steel 
Wire Fabric for Concrete Reinforcement, 
575. 

Condenser Paper. 

Tentative Methods of Testing Untreated 

Paper Used in Electrical Insulation, 933. 
Condenser Tubes. 

Tentative Specifications for Seamless Cold- 
Drawn Alloy-Steel (4 to 6 per cent 
Chromium) Heat-Exchanger and Con- 
denser Tubes, 612. 

Tentative Specifications for Seamless Cop- 
per-Nickel Alloy Condenser Tubes and 
Ferrule Stock, 741. 

Conducting Paths. 

Tentative Methods of Test for Conducting 
Paths in Electrical Sla.e, 1021. 

Tentative Methods of Testing Untreated 
Paper Used in Electrical Insulation, 933. 

Consistency. 

See Viscosity. 

Copper. 

See also Brass; Bronze. 

Copper and Copper Alloys, Cast and 
Wrought. Report of Committee B-5, 
168. 

Exposure Tests of Plating on the Non- 
Ferrous Metals. Report of Joint Com- 
mittee, 212. 

Tentative Specifications for: 
Copper-Silicon Alloy Plates and Sheets, 

744. 

Copper-Silicon Alloy Rods, Bars and 
Shapes, 747. 

Copper-Silicon Alloy Wire for General 
Purposes, 756. 

Hard-Drawn Copper Alloy Wires for 
Electrical Conductors, 760. 

Insulated Wire and Cable: Class AO, 30 
per cent Hevea Rubber Compound, 
1065. 

Insulated Wire and Cable: Performance 
Rubber Compound, 1092. 

Seamless Copper-Nickel Alloy Condenser 
Tubes and Ferrule Stock, 741. 

Sheet Copper-Silicon Alloy, 751. 
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Copper-Bearing Steel. 


Corrosion of Iron and Steel. Report of 
Committee A-5, 103. 

Tentative Specifications for High-Strength 
Structural Rivet Steel, 567. 

Tentative Specifications for Structural 
Nickel Steel, 561. 


Copper in Textiles. 


Tentative Methods of Test for Small 
Amounts of Copper and Manganese in 
Textiles, 1166. 


Copper Wire. 


Copper and Copper Alloy Wires for Elec- 
trical Conductors. Report of Committee 
B-1, 151. 

Tentative Specifications for Copper-Silicon 
Alloy Wire for General Purposes, 756. 
Tentative Specifications for Hard-Drawn 
Copper Alloy Wires for Electrical Con- 

ductors, 760.. 


Corrosion. 

See also Weathering. 

Corrosion of Iron and Steel. 
Committee A-5, 103. 

Exposure Tests of Plating on the Non- 
Ferrous Metals. Report of Joint Com- 
mittee, 212. 

Field Tests of Metallic Coatings. Report 
of Subcommittee VIII, Committee A-5, 
107. 

An Investigation of Aluminum Die Casting 
Alloys Nos. [Va and Va. Report of 
Committee B-6, Appendix I, 182. 


Cotton and Cotton Products. 
Tentative Definitions and Terms Relating 

to Textile Materials, 1171. 

Tentative Methods of Test for: 

Fastness of Dyed or Printed Cotton 
Fabrics for Laundering or Domestic 
Washing, 1140. 

and Tolerances for Certain Carded Cot- 
ton Gray Goods, 1143. 

and Tolerances for Woven Tapes, 1147. 

Tentative Revision of Standard Methods of 
Testing and Tolerances for Tire Cord, 
Woven and on Cones, 1204. 

Tentative Specifications for: 

Insulated Wire and Cable: Class AO, 
30 per cent Hevea Rubber Compound, 
1065. 


Report of 
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Insulated Wire and Cable: Performance 
Rubber Compound, 1092. 

and Tests for Friction Tape for Genera 
Use for Electrical Purposes, 1059. 

Textile Materials. Reporc of Committe 
D-13, 490. 

Crankcase Oils. 

Suggested Uniform Automotive Engir 
Lubrication Recommendations. Report 
of Committee D-2, Appendix VI, 417. 

Creep Tests. 

See also Temperature, Effect of. 

Report on Long-Time Creep Tests of 14 
per cent Chromium, 8 per cent Nickel 
Steel and 0.35 per cent Carbon Steel 
Report of Joint Research Committee or 
Effect of Temperature on the Properti 
of Metals, Appendix IT, 143. 

Creosote. 

Tentative Specifications for Creosote for 
Priming Coat with Coal-Tar Pitch ir 
Damp-proofing and Waterproofing Below 
and Above Ground Level, 908. 

Timber. Report of Committee D-7, 44 

Crushing Strength. 
See Compression Testing. 
Cupola Malleable Iron. 

Tentative Specifications for Cupola Malle- 

able Iron, 665. 


D 
Damp-Proofing. 

See Waterproofing. 

Data, Interpretation and Presentation of. 

Methods of Testing. Report of Com- 
mittee E-1, 513. 

Proposed Recommended Practices for 
Designation of Numerical Requirement 
in Standards. Report of Committee 
E-1, Appendix, 527. 

Definition of Terms. 

See Nomenclature. 

Deleterious Substances. 

Tentative Method of Test for Coal and 
Lignite in Sand, 794 

Tentative Specifications for Concrete Ag 
gregates, 788. 

Demulsibility Test. 

Tentative Methods of Testing Emulsified 

Asphalts, 880. 


Densit 
See 


A 


Diel 


Di 


= 
Ten 
Desig 
Pro 
. 
i! 
Deter 
Sec 
Die ¢ 
Di 
( 
Ex 
Fi 
7 
4 
j 
} 
| 
D 
: 


ittee 


ngine 
Cport 


ittee 


Density. 
See also Specific Gravity. 
Tentative Methods of Testing Untreated 
Paper Used in Electrical Insulation, 933. 
Tentative Methods of Testing Varnishes 
Used for Electrical Insulation, 1039. 


Designation of Numerical Requirements. 
Proposed Recommended Practices for 
Designation of Numerical Requirements 
in Standards. Report of Committee 
Appendix, 527. 


Deterioration. 
See Aging Test. 2 


Die Castings. 4 

Die-Cast Metals and Alloys. Report of 
Committee B-6, 178. 

Exposure Tests of Plating on the Non- 
Ferrous Metals. Report of Joint Com- 
mittee, 212. 

Finishing of Die Castings, by J C. Fox. 
Report of Committee B-6, Appendix 
IT, 193. 

An Investigation of Aluminum Die Casting 
Alloys Nos. IVa and Va. Report of 
Committee B-6, Appendix I, 182. 


Dielectric Strength. 
Tentative Methods of Test for: 

Electrical Insulating Materials for Power 
Factor and Dielectric Constant, 955. 

Sheet, Tape, and Molded Insulating 
Materials for Dielectric Strength, 918. 

Solid Filling and Treating Compounds 
Used for Electrical Insulation, 1000. 

Untreated Paper Used in Electrical 
Insulation, 933. 

Varnished Cloths and Varnished Cloth 
Tapes Used in Electrical Insulation, 
1031. 

Varnishes Used for 
tion, 1039. 

Tentative Specifications and 
Friction Tape for General 
Electrical Purposes, 1059. 

Diesel Fuel Oil. 

Diesel-Fuel-Oil Classification. Report of 

Committee D-2, Appendix VII, 418. 


Distillation. 


Electrical Insula- 


Tests for 
Use for 


SUBJECT INDEX, PART I 


Dudley Medal. 


Duralumin. 


Tenth Award of Charles B. Dudley Medal. 
Summary of the Proceedings of the 
Thirty-ninth Annual Meeting, 11. i 


Tentative Specifications for Aluminum- 
Alloy (Duralumin) Bars, Rods and 
Shapes (Aluminum-Copper-Magnesiuin- 
Manganese), 680. 

Tentative Specifications for Aluminum- 
Alloy (Duralumin) Sheet and Plate 
(Aluminum-Copper- Magnesium- Manga- 
nese), 690. 


E 


Effect of Temperature. 
See Temperature, Effect of. 


Electrical Insulating Materials. © 
See Insulating Materials. 


Electrical Resistance and Heating Alloys. 

Electrical-Heating, Electrical- Resistance 
and Electric-Furnace Alloys. Report of 
Committee B-4, 157. 

Proposed Method for the Bend Testing of 
Wire. Report of Committee B-4, Appen- 
dix, 162. 

Tentative Method of Test for Flexivity of 
Thermoflex (Thermostatic Metals), 765. 


Electrodeposited Coatings. 

Exposure Tests of Plating on the Non- 
Ferrous Metals. Report of Joint Com- 
mittee, 212 

Field Tests of Metallic Coatings. Report 
of Subcommittee VIII, Committee A-5, 
107. 

Finishing of Die Castings, by J. C. Fox. 
Report of Committee B-6, Appendix IJ, 
193. 


Embrittlement. 
Accelerated Tests for Protective Coatings. 
Report of Subcommittee VII, Committee 
D-1, 366. 
Boiler Feedwater Studies. Report of the 
Joint Research Committee, 510. 


Emulsified Asphalts. 
Road and Paving Materials. 
Committee D-4, 427. 
Tentative Methods of Testing. Emulsified 
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Emulsified Asphalts (Continued): 
Tentative Specifications for: 
Emulsified Asphalt (for Coarse Aggregate 
Plant Mixes), 860. 
Emulsified Asphalt (for Retread 
Coarse Aggregate Mixes), 862. 
Emulsified Asphalt (Heavy Premix 
Summer Grade), 864. 
Emulsified Asphalt ((Quick-Setting) for 
Penetration and Surface Treatment), 
866. 


and 


Enameling. 
Finishing of Die C ‘astings, by 


Fox. 
Report of Committee B-6, Appendix IT, 
193. 


Executive Committee. 
* Annual Report of the Executive Commit- 
tee, 42. 
Expansion, Coefficient of. 
Tentative Methods of Testing Solid Filling 


and Treating Compounds Used for Elec- 
trical Insulation, 1000. 


Exposure Tests. 
See Corrosion; Weathering. 


Eyebars. 
Tentative Specifications 
Nickel Steel, 561. 


F 


astness-of-Color Test. 

Tentative Method of Test for Fastness of 
Dyed or Printed Cotton Fabrics to 
Laundering or Domestic Washing, 1140. 

Tentative Method of Test for Fastness of 
Dyed or Printed Silk or Rayon Fabrics to 
Laundering or Domestic Washing, 
1154. 


Fatigue. 
Fatigue of Metals. 
Committee, 123. 
X-ray Diffraction as a Means of Detecting 
Impending Fatigue Failure. Report of 
Research Committee on Fatigue of 
Metals, Appendix, 125. 


Report of the Research 


Fencing. 


Tentative Method of Test for Uniformity 


of Coating by the Preece Test (Copper 
Sulfate Dip) on Zinc-Coated (Gal- 
vanized) Iron or Steel Wire, 645. 


for Structural 
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Ferrule Stock. 

Tentative Specifications for Seamless Coy 
per-Nickel Alloy Condenser Tubes and 
Ferrule Stock, 741. 

Fibers. 
SED 

Tentative Definitions and Terms Relating 

to Textile Materials, 1171. 
Finances. 

Annual Report of the Executive Com. 

mittee, 42. 
Fineness Modulus. 

Tentative Definitions of Terms Relating t 
Concrete and Concrete Aggregates, 811 

Tentative “Specific ations for Concrete Ag- 
gregates, 788. 

Fire Brick. 
See Refractories. 


Flanges. 

Tentative Specifications for Alloy-Steel 
Bolting Materials for High-Pressure and 
High-Temperature Service to 1100 F., 
627. 

Tentative Specifications for Carbon and 
Alloy-Steel Nuts for Bolts for High- 
Pressure and High-Temperature Service 
to 1100 F., 634. 

Flax (Linen). 

Tentative Definitions and Terms Relating 

to Textile Materials, 1171. 
Flexivity Test. 

Tentative Method of Test for F Plexivity of 

Thermoflex (Thermostatic Metals), 765. 
Flexure Testing. 

Studies on Relation Between Character- 
istics of Blast-Furnace Slag and Other 
Coarse Aggregates and the Properties of 
Resultant Concretes, by Fred Hubbard. 
Report of Committee C-9, Appendix 
II, 297. 

Tentative Methods of Test for: 

Brick (Modulus of Rupture, Compressive 
Strength, Absorption), 780. 

Making Flexure Tests of Concrete Using 
a Simple Beam with Third Point 
Loading, 796. 

Sheet and Plate Materials 
Electrical Insulation, 990. 

Floor Coverings. 

Tentative Methods of Testing Pile Floor 

Covering, 1162. 


Used in 


Floor 
See 
Flow 
Ten 
p 
F 
Foldin 
Ten 
P 
Forgir 
Ten 
B 
Ten 
q 
Freez: 
Ter 
A 
Fricti 
Ter 
a 
Te 
F 
Fuel | 
Die 
| ( 
Pro 
\ 
( 
Pre 
\ 
I 
Ter 
] 
Fuels 
See 
Galv 
Co 
( 


‘Supyect INDEX, Part I 


Floor Tile. 
See Tile. | 


Flow Test. 

Tentative Method of Test for Flow ‘of 

Portland-Cement Concrete by Use of the 
Flow Table, 803. 


Folding Endurance Test. — 
Tentative Methods of Testing Untreated 
Paper Used in Electrical Insulation, 933. 


Forgings. 
Tentative Specifications for Magnesium- 
Base Alloy Forgings, 716. 
Tentative Specifications for One-Wear and 
Two-Wear Wrought Steel Wheels, 592. 


Freezing and Thawing Tests. 
Tentative Methods of Testing Emulsified 
Asphalts, 880. 


Friction Tape. 
Tentative Methods of Testing and Toler- 
ances for Woven Tapes, 1147. 
Tentative Specifications and 
Friction Tape for General 
Electrical Purposes, 1959. 


Fuel Oil. 

Diesel-Fuel-Oil Classification. Report of 
Committee D-2, Appendix VII, 418. 

Proposed Method of Test for Kinematic 
Viscosity by Means of the Modified 
Ostwald Viscosimeter. Report of Com- 
mittee D-2, Appendix II, 399. 

Proposed Method of Test for Kinematic 
Viscosity by Means of the Suspended 
Level Viscosimeter. Report of Com- 
mittee D-2, Appendix I, 394. 

Tentative Definitions of Terms Relating to 
Petroleum, 857. 


Tests for 
Use for 


Fuels. 
See Coal; Coke; Gaseous Fuels; Petro- 
leum Products. 


Galvanizing. 

Corrosion of Iron and Steel. 
Committee A-5, 103. 

Field Tests of Metallic Coatings. Report 
of Subcommittee VIII, Committee A-5, 
107. 

Tentative Method of Test for Uniformity 
of Coating by the Preece Test (Copper 


Report of 


Sulfate Dip) on Zinc-Coated (Galvanized) 
Iron or Steel Wire, 645. 


Report of Committee D-3, ia 


Gaseous Fuels. 
Gaseous Fuels. 
422. 


Gas Oils. 

Tentative Definitions of Terms Relating to 

Petroleum, 857. 
Gasoline. 

Petroleum Products and Lubricants. 
port of Committee D-2, 385. 

Proposed Method of Test for Kinematic 
Viscosity by Means of the Modified 
Ostwald Viscosimeter. Report of Com- 
mittee D-2, Appendix II, 399. 

Proposed Method of Test for Kinematic 
Viscosity by Means of the Suspended 
Level Viscosimeter. Report of Commit- 
tee D-2, Appendix I, 394. 

Tentative Definitions of Terms Relating to t. 
Petroleum, 857. 

Tentative Methods of Test for Knock i 
Characteristics of Motor Fuels, 848. 

Geer Oven Test. 

See Aging Test. 

Glazed Building Units. ; 

Tentative Specifications for Glazed Build- iia 
ing Units, 776. 


Re- 


Grain Size. 
See Metallography. 
Granite Block. 
See Block; Stone. 
Granular Mineral Surfacing. 
See Mineral Surfacing Material. 7 
Gravel. 
Shrinkage of Haydite and Sand-Gravel 
Concrete, by F. E. Richart and J. E. 
Keranen. Report of Committee C-9, 
Appendix IV, 339. 


Studies of Sodium and Magnesium Sulfate 
Soundness Tests, by Stanton Walker and © 


E. Proudley. 


Concrete and Concrete Aggregates, 811. 
Tentative Method of Test for Specific 
Gravity and Absorption of Coarse Aggre- 
gate, 805. 
Tentative Specifications for C for Concrete Ag- 
gregates, 788. 
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Gravity. 
See Specific Gravity. 
q Gray Iron. 
See Cast Iron. 
Grease. 
Tentative Definitions of Terms Relating to 
Petroleum, 857. 
Gypsum. 
Tentative Specifications for Sand for Use in 
Plaster, 771. 
Hardness Testing. 
Tentative Methods of Testing Sheet and 
Plate Materials Used in Electrical Insula- 
tion, 990. 


_ Hardware. 


Field Tests of Metallic Coatings. Report 
of Subcommittee VIII, Committee A-5, 
107. 

Haydite. 

Shrinkage of Haydite and Sand-Gravel 
Concrete, by F. E. Richart and J. E. 
Keranen. Report of Committee C-9, 
Appendix IV, 339. 

Heat-Resistant Alloys. 

See Electrical Resistance and Heating 
Alloys. 

i Heat Treatment. 

Tentative Specifications for: 

20 per cent Chromium, 9 per cent Nickel 
Alloy-Steel Castings, 639. 
Aluminum-Base Alloy Permanent Mold 
Castings, 669. 
Aluminum-Base Alloy Sand Castings, 
674. 
-Carbon-Steel Castings for Miscellaneous 
Industrial Uses, 598. 
_Heat-Treated Carbon- and Alloy-Steel 
Track Bolts, 587. 
-Strength Structural Rivet Steel, 
567. 
—Quenched Carbon-Steel Joint Bars, 583. 
Hemp. 

Tentative Definitions and Terms Relating 
to Textile Materials, 1171. 

High Temperature Materials and Tests. 

Effect of Temperature on the Properties of 
Metals. ‘pails of Joint Research Com- 


Subject INDEX, Part I 


General Summary and Comparison of Pro. 
cedure and Results Obtained on Cooper. 
ative Study of Low-Temperature Impact 
Testing of 0.35 per cent Carbon Stee! 
(K20). Report of Joint Research Com. 
mittee on Effect of Temperature on the 

Properties of Metals, Appendix I, 132. 

Report on Long-Time Creep Tests of |i 
per cent Chromium, 8 per cent Nick 

Steel and 0.35 per cent Carbon Stee! 

Report of Joint Research Committee or 

Effect of Temperature on the Propertie 

of Metals, Appendix II, 143. 

Tentative Methods of Test for Flexivity of 
Thermoflex (Thermostatic Metals), 765 
Tentative Revision of Standard Specifica- 
tions for Alloy-Steel Bolting Material for 
High-Temperature Service, 1195. 
Tentative Specifications for: 

20 per cent Chromium, 9 per cent Nick 
Alloy-Steel Castings, 639. 

Alloy-Steel Bolting Materials for High- 
Pressure and High-Temperature Serv- 
ice to 1100 F., 627. 

Carbon and Alloy-Steel Nuts for Bolt 
for High-Pressure and High-Tempera- 
ture Service to 1100 F., 634. 

Seamless Alloy-Steel (4 to 6 per cent 
Chromium) Still Tubes for Refinery 
Service, 619. 

Seamless Cold-Drawn Alloy-Steel (4 t 
6 per cent Chromium) Heat-Exchanger 
and Condenser Tubes, 612. 


Hollow Tile. 
See Tile. 


Ignition Quality. 
Diesel-Fuel-Oil Classification. Report 
Committee D-2, Appendix VII, 418. 
Illuminating Oil. 
Petroleum Products and Lubricants. Re 
port of Committee D-2, 385. 
Proposed Method of Test for Kinematic 
Viscosity by Means of the Modified 
Ostwald Viscosimeter. Report of Com 
mittee D-2, Appendix II, 399. 
Proposed Method of Test for Kinemats 
Viscosity by Means of the Suspendé 
Level Viscosimeter. Report of Cot 
mittee D-2, Appendix I, 394. 
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Pro- Immersion Tests. 

See also Corrosion. 

Corrosion of Iron and Steel. 
Committee A-5, 103. 

An Investigation of Aluminum Die Cast- 
ing Alloys Nos. [Va and Va. Report of 
Committee B-6, Appendix I, 182. 

Water Absorption of Building Brick, by 
J. W. McBurney. Report of Committee 
C-3, Appendix, 260. Discussion, 272. 

Impact. 

General Summary and Comparison of 
Procedure and Results Obtained on Co- 
operative Study of Low-Temperature 
Impact Testing of 0.35 per cent Carbon 
Steel (K20). Report of Joint Research 
Committee on Effect of Temperature on 
the Properties of Metals, Appendix I, 
132. 

Proposed Method for the Bend Testing of 
Wire. Report of Committee B-4, 
Appendix, 162. 7 

Industrial Waters. 
See Boiler Feedwater; Water. _ 


Insulating Materials. 
Electrical Insulating Materials. 
of Committee D-9, 467. 
Proposed Revisions in Standards and Ten- 
tative Standards for Electrical In- 
sulating Materials. Report of Com- 
mittee D-9, Appendix, 474. 
Tentative Methods of Test for: 
Conducting Paths in Electrical Slate, 
1021. 
Electrical Insulating Materials for Power 
Factor and Dielectric Constant, 955. 
Grading ot Natural Mica, 931. 
Saponification Number of 
Insulating Oils (Modified 
Method), 988. 
Sheet and Plate Materials 
Electrical Insulation, 990. 
Sheet, Tape, and Molded Insulating 
Materials for Dielectric Strength, 918. 
Solid Filling and Treating Compounds 
Used for Electrical Insulation, 1000. 
Thickness of Solid Electrical Insulation, 
1026. 
and Tolerances for Woven Tapes, 1147. 
Untreated Paper Used in Electrical In- 
sulation, 933. 
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Varnished Cloths and Varnished Cloth _ 
Tapes Used in Electrical Insulation, © 
1031. 

Varnishes Used for Electrical Insula-_ 
tion, 1039. 

Tentative Revision of Standard Methods 
of Testing Electrical Insulating Oils, 
1206. 

Tentative Revision of Standard Methods | 
of Testing Molded Materials Used for 
Electrical Insulation, 1204. 

Tentative Specifications for: 

Black Bias-Cut Varnished Cloth Tape 
Used for Electrical Insulation, 912, | 

Insulated Wire and Cable: Class AO, 

30 per cent Hevea Rubber Compound, — A: 
1065. 

Insulated Wire and Cable: Perform- 
ance Rubber Compound, 1092. 

and Tests for Friction Tape for General 
Use for Electrical Purposes, 1059. 

Interpretation of Numerical Requirements. _ 

Proposed Recommended Practices for 
Designation of Numerical Requirements | 
in Standards. Report of Committee 
E-1, Appendix, 527. 

Iron. 

See Alloy Steel; Cast Iron; 
Iron; Steel; Wrought Iron. 

Iron-Chromium-Nickel Alloys. 
See Alloy Steel; Chromium-Nickel 


J 


Malleable 


lloys. 


Joint Bars. 

Tentative Specifications for High-Carbon- 
Steel Joint Bars, 579. 

Tentative Specifications for 
Carbon-Steel Joint Bars, 583. 

Joists. 

Tentative Specifications for Structural 
Wood Joist and Plank, Beams and 
Stringers, and Posts and Timbers, 823. 

jute. 

Tentative Definitions and Terms Relating 
to Textile Materials, 1171. 


Quenched 


Kauri Reduction Tests. 
Accelerated Tests for Protective Coatings. 
Report of Subcommittee VII, Committee 
D-1, 366. 
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Kerosine. 

Proposed Method of Test for Kinematic 
Viscosity by Means of the Modified 
Ostwald Viscosimeter. Report of Com- 
mittee D-2, Appendix II, 399. 

Proposed Method of Test for Kinematic 
Viscosity by Means of the Suspended 
Level Viscosimeter. Report of Com- 
mittee D-2, Appendix I, 394. 

Tentative Definitions of Terms Relating to 
Petroleum, 857. 

¢q Kinematic Viscosity. 

Proposed Method for Converting Kine- 
matic Viscosity to Saybolt Universal 
Viscosity. Report of Committee D-2, 
Appendix III, 404. 

Proposed Method of Test for Kinematic 
Viscosity by Means of the Modified 
Ostwald Viscosimeter. Report of Com- 
mittee D-2, Appendix II, 399. 

Proposed Method of Test for Kinematic 
Viscosity by Means of the Suspended 
Level Viscosimeter. Report of Com- 
mittee D-2, Appendix I, 394. 

_ Knock Characteristics. 

Tentative Method of Test for Knock 

Characteristics of Motor Fuels, 848. 


L 


_ Laboratory Inspection. 
Cement Reference Laboratory. Report of 
Subcommittee, Committee C-1, 252. 
Lacquers. 


Finishing of Die Castings, by J. C. Fox. 


Report of Committee B-6, 
II, 193. 

Preservative Coatings for Structural Mate- 
rials. Report of Committee D-1, 356. 

Report of Special Committee on Reorgan- 
ization of Committee D-1. Report of 
Committee D-1, Appendix, 383. 

Life Tests. 
See Aging Test. 


Appendix 


Light Metals. 


See Aluminum; Magnesium. 
Lignite. 


Tentative Method of Test for Coal and 


Lignite in Sand, 794. 
Lime. 
Lime. 


Report of Committee C-7, 275. 
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Tentative Specificati itions for Sand for Use 
in Plaster, 771. 


Lithopone. 
Tentative Revision of Standard ‘Spec ifica- 
tions for Lithopone, 1199. 


Locomotives and Cars. 
Tentative Specifications for: 

Bronze Castings in the Rough for 
Locomotive Wearing Parts, 728. 

Car and Tender Journal Bearings, 
Lined, 731. 

One-Wear and Two-Wear Wrought Steel 
Wheels, 592. 

Seamless Steel Boiler Tubes for Higt 
Pressure Service, 606. 

Single and Double Refined Wrought- 
Iron Bars, 648. 


Low-Temperature Tests. 

Effect of Temperature on the Properties oi 
Metals. Report of Joint Research Com 
mittee, 127. 

General Summary and Comparison of Pr 
cedure and Results Obtained on ( 
operative Study of Low-Temperature 
Impact Testing of 0.35 per cent Carbon 
Steel (K20). Report of Joint Research 
Committee on Effect of Temperature on 
the Properties of Met: als, Appendix | 


132. i 


Lubricants. ll 


See Crankcase Oils; Petroleum Products. 


M 
Magnesium. 
Light Metals and Alloys, Cast and Wrought 
Report of Committee B-7, 204. 
Proposed Revisions in Tentative Standards 
for Light Metals. Report of Committee 
B-7, Appendix, 208. 
Tentative Specifications for: 
Magnesium-Base Alloy Bars, Rods and 
Shapes, 720. 
Magnesium-Base Alloy Forgings, 716. 
Magnesium-Base Alloy Ingot for Remelt- 
ing, 706. 
Magnesium-Base Alloy Sand Castings, 
708. 
Magnesium-Base Alloy Sheet, 712. 
Magnesium Ingot and Stick for Remelt- 
ing, 704. 
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Magnetic Testing. 

Magnetic Properties. 

tee A-6, 114. 
Malleable Iron. 

Exposure Tests of Plating on the Non- 
Ferrous Metals. Report of Joint Com- 
mittee, 212. 

‘Tentative Definitions of Terms Relating to 
Cast Iron, 667. 

Tentative Specifications for Cupola Malle- 

able Iron, 665. 
Manganese. 

Proposed Method for Determining Phos- 
phorus and Manganese in Cement. Re- 
port of Committee C-1, Appendix, 255. 

Manganese Bronze. 

Tentative Revision of Standard Specifica- 
tions for Manganese-Bronze Ingots for 
Sand Castings, 1197. 

Tentative Revision of Standard Specifica- 
tions for Manganese-Bronze Sand Cast- 
ings, 1197. 

Manganese in Textiles. 

Tentative Methods of Test for Small 
Amounts of Copper and Manganese in 
Textiles, 1166. 

Masonry Building Units. 

See also Brick; Tile. 

Hollow Masonry Building Units. 
of Committee C-10, 346. 

Mats. 

Tentative Specifications for Fabricated 
Steel Bar or Rod Mats for Concrete 
Reinforcement, 571. 

Mechanical Analysis. 

Proposed Method of Test for Sieve Analy- 
sis of Granular Mineral Surfacing for 
Asphalt Roofing and Shingles. Report 
of Committee D-8, Appendix II, 461. 

Proposed Method of Test for Sieve Analy- 
sis of Non-Granular Mineral Surfacing 
for Asphalt Roofing and Shingles. Re- 
port of Committee D-8, Appendix III, 
464. 

Tentative Method for Designating the Size 
of Coal from Its Screen Analysis, 819. 

Tentative Specifications for Concrete Ag- 
gregates, 788. 

Membership. 


Report of Commit- 


Report 


Annual Report of the Executive | Commit- 


tee, 42. 


Metallography. 

Metallography. Report of Committee E-4, 
542. 

X-ray Diffraction as a Means of Detecting 
Impending Fatigue Failure. Report of 
the Research Committee on Fatigue of 
Metals, Appendix, 125. 

Methods of Testing. 
See Testing, Physical Methods of. 
Mica. 

Proposed Method of Test for Sieve Analy- 
sis of Non-Granular Mineral Surfacing 
for Asphalt Roofing and Shingles. Re- 
port of Committee D-8, Appendix III, 
464. 

Tentative Methods of Test for Grading 
of Natural Mica, 931. 

Tentative Methods of Test for Thickness of 
Solid Electrical Insulation, 1026. 

Mineral Surfacing Material. 

A Comparison of Abrasion Test Methods 
for Embedding of Granular Mineral Sur- 
facing on Asphalt Roofing, by H. W. 
Greider and G. A. Fasold. Report of 
Committee D-8, Appendix I, 453. 

Proposed Method of Test for Sieve Analy- 
sis of Granular Mineral Surfacing for 
Asphalt Roofing and Shingles. Report 
of Committee D-8, Appendix II, 461. 

Proposed Method of Test for Sieve Analy- 
sis of Non-Granular Mineral Surfacing 
for Asphalt Roofing and Shingles. Re- 
port of Committee D-8, Appendix III, 
464. 

Miscibility-with-Water Test. 

Tentative Methods of Testing Emulsified 

Asphalts, 880. 
Moisture. 

Tentative Methods of Testing Untreated 

Paper Used in Electrical Insulation, 933. 


Timber. Report oi Committee D-7, 442. _ 


Molded Insulating Materials. 
Tentative Methods of Test for: 

Electrical Insulating Materials for Power 
Factor and Dielectric Constant, 955. 

Sheet and Plate Materials Used in Elec- 
trical Insulation, 990. 

Sheet, Tape, and Molded Insulating Ma- 
terials for Dielectric Strength, 918. 

Thickness of ‘Solid Electrical 

1026. 
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Molded Insulating Materials (Continued): 
Tentative Revision of Standard Methods 
of Testing Molded Materials Used for 
Electrical Insulation, 1204. 
& Motor Fuel. 
See Fuel 
Products. 
_ Motor Lubricants. 
See also Petrqleum Products. 
Suggested Uniform Automotive Engine 
Lubrication Recommendations. Report 
of Committee D-2, Appendix VI, 417. 


Oil; Gasoline; Petroleum 


Naphtha. 
Tentative Definitions of Terms Relating to 
Petroleum, 857. 
Naval Stores. 
Naval Stores. 
505. 
Tentative Method of Test for Softening 
Point by Ring-and-Ba!l Apparatus, 1186. 


Report of Committee D-17, 


Neutralization. 

Proposed Method of Test for Neutraliza- 
tion Number of Petroleum Products and 
Lubricants (Potentiometric Method). 
Report of Committee D-2, Appendix V, 
40°. 

Tentative Methods of Testing and Toler- 
ances for Woven Tapes, 1147. 

Tentative Methods of Testing Untreated 
Paper Used in Electrical Insulation, 933. 

Nickel. 

Exposure Tests of Plating on the Non- 
Ferrous Metals. Report of Joint Com- 
mittee, 212. 

Finishing of Die Castings, by J. C. Fox. 
Report of Committee B-6, Appendix 
II, 193. 

Tentative Specifications for Seamless Cop- 
per-Nickel Alloy Condenser Tubes and 
Ferrule Stock, 741. 

Nickel Steel. 

Tentative Specifications 

Nickel Steel, 561. 
Nomenclature. 


for Structural 


Tentative Definitions of Terms Relating to: 


Cast Iron, 667. 

Concrete and Concrete Aggregates, 811. 
Petroleum, 857. 

Refractories, 787. 


Textile Materials, 1171. 7 

Tentative Revision of Definition of Super 
Duty Fireclay Brick, 1198. 

Tentative Revision of Standard Definitions 
of Terms Relating to Timber Preserva- 
tives, 1208. 

Nuts. 

Tentative Specifications for Carbon and 
Alloy-Steel Nuts for Bolts for High. 
Pressure and High-Temperature Service 
to 1100 F., 634. 

Tentative Specifications for Heat-Treated 
Carbon- and Alloy-Steel Track Bolts, 
587. 


Octane Number. 
Tentative Method of ‘Test for Knock 
Characteristics of Motor Fuels, 848. 
Oils. 
See Creosote; Fuel Oil; Illuminating Oil; 
Paint Vehicles; Petroleum Products; 
Transformer Oils. 


Osnaburg. 
Tentative Methods of Testing and Toler- 
ances for Certain Carded Cotton Gray 
Goods, 1143. 


Paints. 

See also Lacquers; Paint Vehicles; Pig- 

ments; Shellac; Varnish. 

Finishing of Die Castings, by J. C. Fox 
Report of Committee B-6, Appendix I], 
193. 

Preservative Coatings for Structural Ma- 
terials. Report of Committee D-1, 356. 

Report of Special Committee on Reorgan- 
ization of Committee D-1. Report of 
Committee D-1, Appendix, 383. 

Tentative Revision of Standard Method 
of “Routine Analysis of White Linseed 
Oil Paints, 1201. 

Paint Vehicles. 

Tentative Revision of Standard Specifica- 

tions for Raw Tung Oil, 1199. 


Paper. 
Tentative Methods of Test for: 
Sheet, Tape, and Molded Insulating 
Materials for Dielectric Strength, 91° 
Thickness of Solid Electrical Insulation, 
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Untreated Paper Used in Electrical In- 
sulation, 933. 


Papers and Publications. 
Annual Report of the Executive Com- 
mittee, 42. 
Summary of the Proceedings of the Thirty- 
ninth Annual Meeting, 1. 


Paving Materials. 

See Aggregates; Asphalt; Concrete; 

Emulsified Asphalts; Road Materials. 
Permeability. 

Apparatus and Technique for the Bureau 
of Reclamation Concrete Permeability 
Tests, by E. N. Vidal and G. A. Samson. 
Report of Committee C-9, Appendix I, 
289. 


Permissible Variations in Specifications. 

Proposed Recommended Practices for 
Designation of Numerical Requirements 
in Standards. Report of Committee 
E-1, Appendix, 527. 

Petrolatum. 

Development of Color Standards for the 
A.S.T.M. Union Colorimeter. Report 
of Committee D-2, Appendix IV, 406. 

Petroleum Products. 

Development of Color Standards for the 
A.S.T.M. Union Colorimeter. Report 
of Committee D-2, Appendix IV, 406. 

Diesel-Fuel-Oil Classification. Report of 
Committee D-2, Appendix VII, 418. 

Petroleum Products and Lubricants. 
port of Committee D-2, 385. 

Proposed Method for Converting Kine- 
matic Viscosity to Saybolt Universal 
Viscosity. Report of Committee D-2, 
Appendix III, 404. 

Proposed Method of Test for Kinematic 
Viscosity by Means of the Modified 
Ostwald Viscosimeter. Report of Com- 
mittee D-2, Appendix IIT, 399. 

Proposed Method of Test for Kinematic 
Viscosity by Means of the Suspended 
Level Viscosimeter. Report of Com- 
mittee D-2, Appendix I, 394. 

Proposed Method of Test for Neutraliza- 
tion Number of Petroleum Products and 
Lubricants (Potentiometric Method). 
Report 
409, 


nock 


Oil; 


Re- 


Committee D-2, Appendix V, 


tions for Lithopone, 1199. 
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Suggested Uniform Automotive 
Lubrication Recommendations. Report 
of Committee D-2, Appendix VI, 417. 

Tentative Definitions of Terms Relating 
to Petroleum, 857. 

Tentative Methods of Test for: 

Emulsified Asphalts, 880. 
Knock Characteristics of Motor Fuels, — 
848. 
Saponification Number of Electrical — 
Insulating Oils (Modified Baader 
Method), 988. 

Softening Point by Ring-and-Ball Appar- | 
atus, 1186. 

Tentative Specifications for: 

Emulsified Asphalt (for Coarse Aggre- | 
gate Plant Mixes), 860. - 

Emulsified Asphalt (Heavy Premix ~ 
Summer Grade), 864. 

Emulsified Asphalt ((Quick-Setting) for 
Penetration and Surface Treatment), 
866. 

Emulsified Asphalt (for Retread and 
Coarse Aggregate Mixes), 862. 

Phosphor Bronze. 

Tentative Specifications for Bronze Cast- 
ings in the Rough for Locomotive Wear- 
ing Parts, 728. 

Tentative Specifications for Sheet and 
Strip Phosphor Bronze, 734. 

Phosphorus. 

Proposed Method for Determining Phos- 
phorus and Manganese in Cement. 
Report of Committee C-1, Appendix, 
255. 

Photochemical Embrittlement Tests. 

Accelerated Tests for Protective Coatings. 
Report of Subcommittee VII, Com- 
mittee D-1, 366. 

Pig Iron. 

Tentative Definitions of Terms Relating 

to Cast Iron, 667. 
Pigments. 

See also Paints. 

Preservative Coatings for Structural Ma- 
terials. Report of Committee D-1, 356. 

Report of Special Committee on Reorgan- 
ization of Committee D-1. Report of 
Committee D-1, Appendix, 383. 

Tentative Revision of Standard Specific ‘a- 
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ile Floor Covering. 

Tentative Methods of Testing Pile Floor 
Covering, 1162. 

Pine. 

See Timber. 


f Pipe and Piping Materials. 


also Tubes. 

Standardization of Dimensions and Ma- 
terial of Wrought Iron and Wrought 
Steel Pipe and Tubing. Report of Sec- 
tional Committee, 92. 

Tentative Specifications for Wrought-Iron 
Rivets and Rivet Rounds, 658. 

Pitch. 

Bituminous Waterproofing and Roofing 
Materials. Report of Committee D-8, 
448. 

Tentative Methods of Test for Softening 
Point by Ring-and-Ball Apparatus, 1186. 

Tentative Specifications for: 

Creosote for Priming Coat with Coal-Tar 
Pitch in Damp-proofing and Water- 
proofing Below and Above Ground 

Level, 908. 

High-Bitumen Coal-Tar Pitch for Use 
in Constructing Built-Up Roofs Sur- 
faced with Slag or Gravel, 896. 

High-Bitumen Coal-Tar Pitch for Use 
in Damp-proofing and Waterproofing 
Above Ground Level, 900. 

High-Bitumen Coal-Tar Pitch for Use in 
Damp-proofing and Waterproofing Be- 
low Ground Level, 902. 

High-Carbon Coal-Tar Pitch for Use in 
Constructing Built-Up Roofs Surfaced 
with Slag or Gravel, 898. 

High-Carbon Coal-Tar Pitch for Use in 
Damp-proofing and Waterproofing 
Above Ground Level, 904. 

High-Carbon Coal-Tar Pitch for Use in 
Damp-proofing and Waterproofing Be- 
low Ground Level, 906. 

q Planks. 

Tentative Specifications for Structural 
Wood Joist and Plank, Beams and 
Stringers, and Posts and Timbers, 823. 
Plaster. 

Tentative Specifications for Sand for Use 
in Plaster, 771. 

Plastics. 


Relationship of A.S.T.M. to Modern 


Developments in Chemical Engineering, 

by H. C. Parmelee, Summary of the 

Proceedings of the Thirty-ninth Annual 

Meeting, 2. 
Plates. 

See also Sheets. 

Tentative Methods of Test for Thickness 
of Solid Electrical Insulation, 1026. 

Tentative Methods of Testing Sheet and 
Plate Materials Used in Electrical 
Insulation, 990. 

Tentative Specifications for: 
Aluminum-Alloy (Duralumin) Sheet and 

Plate (Aluminum-Copper- Magnesium. 
Manganese), 690. 
Aluminum-Magnesium-Chromium Alloy 
Sheet and Plate, 699. 
Aluminum-Manganese Alloy Sheet and 
Plate, 694. 
Aluminum Sheet and Plate, 685. 
Copper-Silicon Alloy Plates and Sheets, 
744. 
Structural Nickel Steel, 561. 
Wrought-Iron Plates, 652. 
Plating. 
See Electrodeposited Coatings. 
Portland Cement. 

See Cement. 

Posts. 

Tentative Specifications for Structural 
Wood Joist and Plank, Beams and String- 
ers, and Posts and Timbers, 823. 

Potentiometric Test. 

Proposed Method of Test for Neutraliza- 
tion Number of Petroleum Products and 
Lubricants (Potentiometric Method). 
Report of Committee D-2, Appendix V, 
409. 

Pothead Compounds. 

Tentative Method of Test for Softening 
Point by Ring-and-Ball Apparatus, 1186. 

Tentative Methods of Testing Solid Filling 
and ‘Treating Compounds Used for 
Electrical Insulation, 1000. 

Power Factor. 

Tentative Methods of Testing Electrical 
Insulating Materials for Power Factor 
and Dielectric Constant, 955. 

Tentative Methods of Testing Solid Filling 
and Treating Compounds Used for 
Electrical Insulation, 1000. 
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Exposure Tests of Plating on the Non- . 
Report of Joint Com- 


Preece Test. 

Tentative Method of Test for Uniformity 
of Coating by the Preece Test (Copper 
Sulfate Dip) on Zinc-Coated (Galvan- 
ized) Iron or Steel Wire, 645. 


Presidential Address. 
The Testing of Non-Materials. Annual 
Address by the President, Hervey S. 
Vassar, 37. 


Pressure Vessel Materials. 
See Boiler Materials. 


Protective Coatings. 

See Corrosion; Electrodeposited Coatings; 
Galvanizing; Lacquers; Paints; Pig- 
ments; Shellac; Timber Preservatives; 
Varnish. 


Publications. 
See Papers and Publications. 


R 
Rayon. 

Tentative Definitions and Terms Relating 
to Textile Materials, 1171. 

Tentative Method of Test for Fastness of 
Dyed or Printed Silk or Rayon Fabrics to 
Laundering or Domestic Washing, 1154. 

Tentative Method of Test for Resistance 
to Yarn Slippage in Silk, Rayon, and 
Silk-Rayon Woven Broad Goods, 1157. 

Textile Materials. Report of Committee 
D-13, 490. 


tural 
ring- 


Refractories. 

Refractories. Report of Committee C-8, 
278. 

Tentative Definitions of Terms Relating to 
Refractories, 787. 

Tentative Method of Panel Test for Resist- 
ance to Thermal and Structural Spalling 
of Super Duty Fireclay Brick, 785. 

Tentative Revision of Standard Definitions 
of Fireclay Refractories, 1198. 


Reinforcement, Concrete. 
See Concrete Reinforcement. 
Research. 
Annual Report of the Executive Com- 
mittee, 42. 
Effect of Temperature on the Properties of 
Metals. Report of Joint Research Com- 
mittee, 127. 
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Ferrous Metals. 
mittee, 212. 

Fatigue of Metals. 
Committee, 123. 

Final Report on Effect of Sulfur in Steel. 
Report of Joint Committee on Investiga-_ 
tion of the Effect of Phosphorus and 
Sulfur in Steel, 88. 

General Summary and Comparison of Pro- 
cedure and Results Obtained on Co- 

_ operative Study of Low-Temperature © 
Impact Testing of 0.35 per cent Carbon — 
Steel (K20). Report of Joint Research 
Committee on Effect of Temperature on — 
the Properties of Metals, Appendix I, 
132. 

Report on Long-Time Creep Tests of 18 
per cent Chromium, 8 per cent Nickel | 
Steel and 035 per cent Carbon Steel. 
Report of Joint Research Committee on 
Effect of Temperature on the Properties 
of Metals, Appendix II, 143. 
Research. Report of Committee E-9, 545. _ 
X-ray Diffraction as a Means of Detecting = 
Impending Fatigue Failure. Report of — 
Research Committee on Fatigue of © 
Metals, Appendix, 125. 
Resins. 
Relationship of 


Report of the Research 


A.S.T.M. to 
Developments in Chemical Engineering, _ 
by H. C. Parmelee, Summary of the 


Meeting, 2. 

Tentative Method of Test for Softening 

Point by Ring-and-Ball Apparatus, 1186. | 
Resistance Alloys. 

See Electrical Resistance and Heating 
Alloys. 

Resistivity. 

Tentative Methods of Testing Solid Fill- 
ing and Treating Compounds Used for 
Electrical Insulation, 1000. 

Revisions. 

(Revisions of Standards and Tentative 
Standards are given in the reports of the 
standing committees responsible and are 
also indexed under the subjects covered 
by them.) 

Tentative Revisions of A.S.T.M. Stand- 
ards, 1195. 
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Final Report on Effect of Sulfur in Steel. 
Report of Joint Committee on Investiga 
tion of the Effect of Phosphorus and 
Sulfur in Steel, 88. 

Tentative Specifications for High-Strength 
Structural Rivet Steel, 567. 

Tentative Specifications for Wrought-Iron 
Rivets and Rivet Rounds, 658. 

Road Materials. 

See also Aggregates; Asphalt; Concrete; 
Pavements; Soils. 

(Items on road materials are indexed 
under the materials and subjects covered 
by them.) 

Road and Paving Materials. 
Committee D-4, 427. 

Rods. 

Tentative Specifications for: 
Aluminum-Alloy  (Duralumin) Bars, 

Rods and Shapes (Aluminum-Copper- 
Magnesium-Manganese), 680. 
Copper-Silicon Alloy Rods, Bars and 
Shapes, 747. 
Fabricated Steel Bar or Rod Mats for 
Concrete Reinforcement, 571. 
Magnesium-Base Alloy Bars, Rods and 
Shapes, 720 

Roofing. 

Bituminous Waterproofing and 
Materials. 
448. 

A Comparison of Abrasion Test Methods 
for Embedding of Granular Mineral 
Surfacing on Asphalt Roofing, by H. W. 
Greider and G. A. Fasold. Report of 
Committee D-8, Appendix I, 453. 

Proposed Method of Test for Sieve Analysis 
of Granular Mineral Surfacing for 
Asphalt Roofing and Shingles. Report 
of Committee D-8, Appendix IT, 461. 

Proposed Method of Test for Sieve Analysis 
of Non-Granular Mineral Surfacing for 
Asphalt Roofing and Shingles. Report 
of Committee D-8, Appendix III, 464. 

Tentative Specifications for High-Bitumen 
Coal-Tar Pitch for Use in Constructing 
Built-Up Roofs Surfaced with Slag or 
Gravel, 896. 

Tentative Specifications for High-Carbon 
Coal-Tar Pitch for Use in Constructing 


Report of 


Roofing 
Report of Committee D-8, 


Built-Up Roofs Surfaced with Slag or 
Gravel, 898. 
Rosin. 
Naval Stores. 
505. 
Tentative Method of Test for Softening 
Point by Ring-and-Ball Apparatus, 1136. 


Rubber Products. 

Relationship of A.S.T.M. to Modern 
Developments in Chemical Engineering, 
by H. C. Parmelee, Summary of the 
Proceedings of the Thirty-ninth Annual 
Meeting, 2. 

Rubber Products. 
D-11, 481. 

Tentative Methods of Test for: 
Accelerated Aging of Vulcanized Rubber, 

1113, 

Adhesion of Vulcanized Rubber (Friction 
Test), 1120. 

Adhesion of Vulcanized 
Metal, 1127. 

Compression Set of Vulcanized Rubber 
1133. 

Sheet and Plate Materials 
Electrical Insulation, 990. 

Tension Testing of Vulcanized Rubber 
1105. 

Tentative Specifications for: 

Insulated Wire and Cable: Class AO, 30 
per cent Hevea Rubber Compound, 
1065. 

Insulated Wire and Cable: 
Rubber Compound, 1092. 

and Tests for Friction Tape for General 
Use for Electrical Purposes, 1059. 


s 


Report of Committee D-17, 


Report of Committee 


Rubber 


Used 


Performance 


Salt Spray Test. 

An Investigation of Aluminum Die Casting 
Alloys Nos. IVa and Va. Report of 
Committee B-6, Appendix I, 182. 

Sampling. 

(Methods of sampling are indexed under the 

materials and subjects covered by them 
Sand. 

See also Aggregates. 

Shrinkage of Haydite and Sand-Gravel 
Concrete, by F. E. Richart and J. £ 
Keranen. Report of Committee C-, 
Appendix IV, 339. 
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Studies of Sodium and Magnesium Sulfate 
Soundness Tests, by Stanton Walker and 
C. E. Proudley. Report of Committee 
C-9, Appendix III, 327. Discussion, 336. 

Studies on Relation Between Character- 
istics of Blast-Furnace Slag and Other 
Coarses Aggregates and the Properties of 
Resultant Concretes, by Fred Hubbard. 
Report of Committee C-9, Appendix IT, 
297. 

Tentative Method of Test for Coal and 
Lignite in Sand, 794. 

Tentative Method of Test for Specific 
Gravity and Absorption of Fine Aggre- 
gate, 808. 

Tentative Specifications for Concrete Ag- 
gregates, 788. 

Tentative Specifications for Sand for Use 
in Plaster, 771. 
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Saponification Number. 
Tentative Method of Test for Saponifica- 
tion Number of Electrical Insulating Oils 
(Modified Baader Method), 988. 


Saybolt Viscosity. 

Proposed Method for Converting Kine- 
matic Viscosity to Saybolt Universal 
Viscosity. Report of Committee D-2, 
Appendix III, 404. 


bber 
d in 


bber, 


Sea Water Corrosion. 
See Corrosion; Immersion T ests. 


Settlement Test. 
Tentative Methods of Testing Emulsified 
Asphalts, 880. 


3 
yund, 


Sewer Pipe. 
Tentative Revision of Standard Specifica- 
tions for Concrete Sewer Pipe, 1198. 
Shapes. 
Tentative Specifications for: 
Aluminum-Alloy (Duralumin) Bars, Rods 
and Shapes (Aluminum-Copper-Mag- 
nesium-Manganese), 680. 
Copper-Silicon Alloy Rods, Bars and 
Shapes, 747. 
Magnesium-Base Alloy Bars, Rods and 
Shapes, 720. 
Structural Nickel Steel, 561. 
Shear Test. 
Tentative Methods of Test for Compression 
Set of Vulcanized Rubber, 1133. 
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Sheets. 


See also Plates. 

Field Tests of Metallic Coatings. Report 
of Subcommittee VIII, Committee A-5, 
107. 

Tentative Methods of Testing: 

Electrical Insulating Materials for Power 
Factor and Dielectric Constant, 955. 
Sheet and Plate Materials Used in Elec- 

trical Insulation, 990 
Sheet, Tape, and Molded Insulating 
Materials for Dielectric Strength, 918. 
Thickness of Solid Electrical Insulation, 
1026. 

Tentative Specifications for: 

Aluminum-Alloy (Duralumin) Sheet and 
Plate (Aluminum-Copper-Magnesium- 
Manganese), 690. 

Aluminum-Magnesium-Chromium Alloy 
Sheet and Plate, 699. 

Aluminum-Manganese Alloy Sheet and 
Plate, 694. 

Aluminum Sheet and Plate, 685. 

Copper-Silicon® Alloy Plates and Sheets, 
744, 

Magnesium-Base Alloy Sheet, 712. 

Shcet and Strip Phosphor Bronze, 734. 

Sheet Copper-Silicon Alloy, 751. 


Shellac. 
Tentative Revision of Standard Methods 


of Sampling and Testing Shellac, 1201. _ 


Field Tests of Metallic Coatings. Report 
of Subcommittee VIII, Committee A-5, 


Sherardized Coatings. 


Shingles. 

A Comparison of Abrasion Test Methods 
for Embedding of Granular Mineral Sur- 
facing on Asphalt Roofing, by H. W. 
Greider and G. A. Fasold. Report of 
Committee D-8, Appendix I, 453. 

Proposed Method of Test for Sieve Analysis 
of Granular Mineral Surfacing for As- 
phalt Roofing and Shingles. Report of 
Committee D-8, Appendix II, 461. 

Proposed Method of Test for Sieve Analysis 
of Non-Granular Mineral Surfacing for 
Asphalt Roofing and Shingles. Report 
of Committee D-8, Appendix III, 464. 
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Ships, Materials for. 

Tentative Specifications for Carbon-Steel 
Castings for Miscellaneous Industrial 
Uses, 598. 

Shrinkage. 

Shrinkage of Haydite 
Concrete, by F. E. Richart and J E. 
Keranen. Report of Committee C-9, 
Appendix IV, 339. 

Sieves. 

Proposed Method of Test for Sieve Analysis 
of Granular Mineral Surfacing for 
Asphalt Roofing and Shingles. Report 
of Committee D-8, Appendix II, 461. 

Proposed Method of Test for Sieve Analysis 
of Non-Granular Mineral Surfacing for 
Asphalt Roofing and Shingles. Report 
of Committee D-8, Appendix III, 464. 

Tentative Method for Designating the Size 
of Coal from Its Screen Analysis, 819. 

‘Silk. 
Tentative Definitions and Terms Relating 

to Textile Materials, 1171. 

Tentative Methods of Test for: 

Fastness of Dyed or Printed Silk or 
Rayon Fabrics to Laundering or Do- 
mestic Washing, 1154. 

Resistance to Yarn Slippage in Silk, 
Rayon, and Silk-Rayon Woven Broad 
Goods, 1157. 

and Tolerances for Woven Tapes, 1147. 

Textile Materials. Report of Committee 
D-13, 490. 


Size Designation of Coal. 

Tentative Method for Designating the 
Size of Coal from Its Screen Analysis, 
819. 

q Slag. 

Studies on Relation Between Characteris- 
tics of Blast-Furnace Slag and Other 
Coarse Aggregates and the Properties of 
Resultant Concretes, by Fred Hubbard. 
Report of Committee C-9, Appendix II, 
297. 

Tentative Definitions of Terms Relating to 
Concrete and Concrete Aggregates, 811. 

Tentative Method of Test for Specific 
Gravity and Absorption of Coarse Aggre- 
gate, 805. 

Tentative Revision of Standard Specifica- 


tions for Broken Slag for Waterbound 
Base and Wearing Course, 1202. 

Tentative Revision of Standard Specifica. 
tions for Shovel-Run or Crusher-Rup 
Broken Slag for Waterbound Base, 1202. 

Tentative Specifications for Concrete Ag. 
gregates, 788. 

Slate. 

A Comparison of Abrasion Test Method 
for Embedding of Granular Mineral Sur. 
facing on Asphalt Roofing, by H. W 
Greider and G. A. Fasold. Report of 
Committee D-8, Appendix I, 453. 

Natural Building Stones and Slate. Report 
of Committee C-18, 352. 

Proposed Method of Test for Sieve Analysis 
of Granular Mineral Surfacing for As- 
phalt Roofing and Shingles. Report of 
Committee D-8, Appendix II, 461. 

Tentative Methods of Test for Conducting 
Paths in Electrical Slate, 1021. 

Slippage Test. 

Tentative Method of Test for Resistance to 
Yarn Slippage in Silk, Rayon, and Silk- 
Rayon Woven Broad Goods, 1157. 

Softening Point. 

Tentative Method of Test for Softening 

Point by Ring-and-Ball Apparatus, 1186. 
Soils. 

Road and Paving Materials. 

Committee D-4, 427. 
Soundness. . 

Bibliography on soundness of cement, 239. 

Studies of Sodium and Magnesium Sulfate 
Soundness Tests, by Stanton Walker and 
C. E. Proudley. Report of Committee 
C-9, Appendix III, 327. Discussion, 336. 

Studies on Relation Between Characteris- 
tics of Blast-Furnace Slag and Other 
Coarse Aggregates and the Properties of 
Resultant Concretes, by Fred Hubbard.’ 
Report of Committee C-9, Appendix II, 
297. 

Volume Change and Soundness of Portland 
Cement. Report of Working Committee, 
Committee C-1, 225. Discussion, 249. 

Spalling Test. 

Tentative Method of Panel Test for Resist- 
ance to Thermal and Structural Spalling 
of Super Duty Fireclay Brick, 785. 
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Specifications. 
(Specifications are indexed under the ma- 
terials and subjects covered by them.) 
Specific Gravity. 


Tentative Method of Test for: ‘ a ¢ 


Specific Gravity and Absorption of 
Coarse Aggregate, 805. 

Specific Gravity and Absorption of Fine 
Aggregate, 808. 

Solid Filling and Treating Compounds 
Used for Electrical Insulation, 1000. 


Spectrographic Analysis. 
Spectrographic Analysis. Report of Com- 
mittee E-2, 537. 


Speed of Testing, Effect of. 
Methods of Testing. Report of Committee 


Stainless Steel. 
See Alloy Steel; Chromium-Nickel Alloys. 


Standardization. 

Annual Report of the Executive Commit- 
tee, 42. 

Cement Reference Laboratory. Report of 
Subcommittee, Committee C-1, 252. 

Standards. Report of Committee E-10, 
550. 

Summary of the Proceedings of the Thirty- 
ninth Annual Meeting, 1. A 


Statistical Analysis. 

Methods of Testing. Report of Committee 
E-1, 513. 

Proposed Recommended Practices for 
Designation of Numerical Requirements 
in Standards. Report of Committee E-1, 
Appendix, 527. 

Steel. 

Chemical Analysis of Metals. 
Committee E-3, 539. 

Corrosion of Iron and Steel. Report of 
Committee A-5, 103. 

Effect of Temperature on the Properties of 
Metals. Report of Joint Research Com- 
mittee, 127. 

Exposure Tests of Plating on the Non- 
Ferrous Metals. Report of Joint Com- 
mittee, 212. 

Fatigue of Metals. Report of the Research 
Committee, 123. 

Field Tests of Metallic Coatings. 


Report of 
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of Subcommittee VIII, Committee A-5, 

107. | 

Final Report on Effect of Sulfur in Steel. 
Report of Joint Committee on Investiga- 
tion of the Effect of Phosphorus and 
Sulfur in Steel, 88. 

General Summary and Comparison of Pro- 
cedure and Results Obtained on Cooper- 
ative Study of Low-Temperature Impact 
Testing of 0.35 per cent Carbon Steel 
(K20). Report of Joint Research Com- 
mittee on Effect of Temperature on the 
Properties of Metals, Appendix I, 132. 

Iron-Chromium, Iron-Chromium- Nickel 
and Related Alloys. Report of Commit- 
tee A-10, 119. 

Magnetic Properties. Report of Commit- 
tee A-6, 114. 

Proposed Revisions in Standards and Ten- 
tative Standards for Steel. Report of 
Committee A-1, Appendix, 78. 

Report on Long-Time Creep Tests of 18 
per cent Chromium, 8 per cent Nickel 
Steel and 0.35 per cent Carbon Steel. 
Report of Joint Research Committee on 
Effect of Temperature on the Properties 
of Metals, Appendix II, 143. 

Standardization of Dimensions and Ma- 
terial of Wrought Iron and Wrought 
Steel Pipe and Tubing. Report of 
Sectional Committee, 92. 

Steel. Report of Committee A-1, 64. 

Tentative Revision of Standard Specifica- 
tions for Alloy-Steel Bolting Material for 
High-Temperature Service, 1195. 

Tentative Specifications for: 

20 per cent Chromium, 9 per cent Nickel 
Alloy-Steel Casting, 639. 

Alloy-Steel Bolting Materials for High- 
Pressure and High-Temperature Serv- 
ice to 1100 F., 627. 

Carbon and Alloy-Steel Nuts for Bolts 
for High-Pressure and High-Tempera- 
ture Service to 1100 F., 634. 

Carbon-Steel Castings for Miscellaneous 
Industrial Uses, 598. 

Fabricated Steel Bar or Rod Mats for 
Concrete Reinforcement, 571. 

Heat-Treated Carbon- and Alloy-Steel 
Track Bolts, 587. 

High-Carbon-Steel Joint Bars, 579. 
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Steel (Continued): 

High-Strength Structural Rivet Steel, 
567. 

a jne-Wear and Two-Wear Wrought Steel 


Wheels, 592. 
Carbon-Steel Joint Bars, 583. 
_ Seamless Alloy-Steel (4 to 6 per cent 
Chromium) Still Tubes for Refinery 
Service, 619. 
Seamless Cold-Drawn Alloy-Steel (4 to 
' 6 per cent Chromium) Heat-Exchanger 
and Condenser Tubes, 612. 
| Seamless Steel Boiler Tubes for High- 
Pressure Service, 606. 
- Structural Nickel Steel, 561. 
Uniformity of Coating by the Preece 
Test (Copper Sulfate Dip) on Zinc- 
; Coated (Galvanized) Iron or Steel 
Wire, 645. 
_ Welded Steel Wire Fabric for Concrete 
} Reinforcement, 575. 

X-ray Diffraction as a Means of Detecting 
Impending Fatigue Failure. Report of 
Research Committee on Fatigue of 

Metals, Appendix, 125. 
Still Tubes. 

Tentative Specifications for Seamless Alloy- 

Steel (4 to 6 per cent Chromium) Still 

‘ Tubes for Refinery Service, 619. 
Stone. 

- A Comparison of Abrasion Test Methods 
; for Embedding of Granular Mineral Sur- 
4 facing on Asphalt Roofing, by H. W. 
] _ Greider and G. A. Fasold. Report of 
. Committee D-8, Appendix I, 453. 
} Natural Building Stones and Slate. Report 
‘] of Committee C-18, 352. 

Proposed Method of Test for Sieve Analysis 
of Granular Mineral Surfacing for As- 
phalt Roofing and Shingles. Report of 
Committee D-8, Appendix II, 461. 

Studies on Relation Between Characteris- 
tics of Blast-Furnace Slag and Other 

i Coarse Aggregates and the Properties of 


Resultant Concretes, by Fred Hubbard. 
Report of Committee C-9, Appendix II, 
297. 
Tentative Definitions of Terms Relating to 
Concrete and Concrete Aggregates, 811. 
Tentative Method of Test for Specific 
Gravity and Absorption of Course Aggre- 


> gate, 805. 
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Tentative Revisions of Standard Specifica. 


tions for: 

Block for Durax Granite Pavements, 
1203. 

Block for Granite Block Pavements, 
1202. 


Block for Recut Granite Block Pave. 
ments, 1203. 

Tentative Specifications for Concrete Ag. 

gregates, 788. 
Stringers. 

Tentative Specifications for Structural 
Wood Joist and Plank, Beams and 
Stringers, and Posts and Timbers, 823. 

Strip. 

Tentative Method of Test for Flexivity of 
Thermoflex (Thermostatic Metals), 765. 

Tentative Specifications for Aluminum. 
Magnesium-Chromium Alloy Sheet and 
Plate, 699. 

Tentative Specifications for Sheet and Strip 
Phosphor Bronze, 734. 

Structural Clay Tile. 

See Tile. 

Structural Light Alloys. 

Tentative Specifications for Aluminum- 
Alloy (Duralimin) Bars, Rods and Shapes 
(Aluminum-Copper- Magnesium - Manga- 
nese), 680. 

Tentative Specifications for Magnesium- 
Base Alloy Bars, Rods and Shapes, 72 

Structural Steel. 

Final Report on Effect of Sulfur in Steel 
Report of Joint Committee on Investiga- 
tion of the Effect of Phosphorus and 
Sulfur in Steel, 88. 

Tentative Specifications for: 

Fabricated Steel Bar or Rod Mats for 
Concrete Reinforcement, 571. 

High-Strength Structural Rivet Steel, 
567. 

Structural Nickel Steel, 561. 

Welded Steel Wire Fabric for Concrete 
Reinforcement, 575. 

X-ray Diffraction as a Means of Detecting 
Impending Fatigue Failure. Report of 
Research Committee on Fatigue o 
Metals, Appendix, 125. 

Structural Timber. 
Timber. Report of Committee D-7, 442. 
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Sulfur. 
Final Report on Effect of Sulfur in Steel. 
Report of Joint Committee on Investiga- 
tion of the Effect of Phosphorus and 
Sulfur in Steel, 88. 
Summary of Proceedings. 

Summary of the Proceedings of the Thirty- 

ninth Annual Meeting, 1. 
Superheater Tubes. 

Tentative Specifications for Seamless Steel 
Boiler Tubes for High-Pressure Service, 
606. 

Synthetic Resins. 

Relationship of A.S.T.M. to Modern Devel- 
opments in Chemical Engineering, by 
H. C. Parmelee, Summary of the Pro- 
ceedings of the Thirty-ninth Annual 
Meeting, 2. 

. 
Talc. 

Proposed Method of Test for Sieve Analysis 
of Non-Granular Mineral Surfacing for 
Asphalt Roofing and Shingles. Report 
of Committee D-8, Appendix III, 464. 

Tape. 

Tentative Methods of Testing: 

Sheet, Tape, and Molded Insulating 
Materials for Dielectric Strength, 918. 

Thickness of Solid Electrical Insulation, 
1026. 

and Tolerances for Woven Tapes, 1147. 

Varnished Cloths and Varnished Cloth 
Tapes Used in Electrical Insulation, 
1031. 

Tentative Specifications for: 

Black Bias-Cut Varnished Cloth Tape 
Used for Electrical Insulation, 912. 

Insulated Wire and Cable: Class AO, 30 
per cent Hevea Rubber Compound, 
1065. 

and Tests for Friction Tape for General 
Use for Electrical Purposes, 1059. 

Tar. 

Road and Paving Materials. 
Committee D-4, 427. 

Tentative Method of Test for Softening 
Point by Ring-and-Ball Apparatus, 1186. 

Tentative Specifications for: 

High-Carbon Tar Cement, 868. 
High-Carbon Tar for Surface Treatment, 
Cold Application, 872. 
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Tear Test. 
Tentative Methods of Testing Untreated 


Temperature, Effect of. 
See also Heat Treatment; High Tempera- 


Effect of Temperature on the Properties of 


General Summary and Comparison of Pro- 


Report on Long-Time Creep Tests of 18 


Tentative Method of Test for Flexivity of 


Tension Testing. 
General Summary and Comparison of Pro- 


Tentative Methods of Testing: 
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High-Carbon Tar for Surface Treatment, 
Hot Application, 876. 
Low-Carbon Tar Cement, 870. 
Low-Carbon Tar for Surface Treatment, 
Cold Application, 874. 
Low-Carbon Tar for Surface Treatment, 
Hot Application, 878. 


Paper Used in Electrical Insulation, 933. 


ture Materials and Tests. 


Metals. Report of Joint Research Com- 
mittee, 127. 


cedure and Results Obtained on Co- 
operative Study of Low-Temperature 
Impact Testing of 0.35 per cent Carbon 
Steel (K20). Report of Joint Research 
Committee on Effect of Temperature on 
the Properties of Metals, Appendix I, 
132. 


per cent Chromium, 8 per cent Nickel 
Steel and 0.35 per cent Carbon Steel. 
Report of Joint Research Committee on 
Effect of Temperature on the Properties 


of Metals, Appendix IT, 143. 


Thermoflex (Thermostatic Metals), 765. 


cedure and Results Obtained on Co- 

operative Study of Low-Temperature 

Impact Testing of 0.35 per cent Carbon 

Steel (K20). Report of Joint Research 

Committee on Effect of Temperature on 

the Properties of Metals, Appendix I, 

132. 

Sheet and Plate Materials Used in 
Electrical Insulation, 990. 

Untreated Paper Used in 
Insulation, 933. 

Varnished Cloths and Varnished Cloth 
Tapes Used in Electrical Insulation, 
1031. 

Vulcanized Rubber (Tension), 1105. 
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Tension Testing (Continued): 

Tentative Specifications for Insulated Wire 
and Cable: Class AO, 30 per cent Hevea 
Rubber Compound, 1065. 

Tentative Specifications for Insulated Wire 
and Cable: Performance Rubber Com- 
pound, 1092. 

Tentative Revisions. 

(Revisions of Standards and Tentative 
Standards are given in the reports of the 
standing committees responsible and are 
also indexed under the subjects covered 
by them.) 

Tentative Revisions of A.S.T.M. Stand- 
ards, 1195. 

Testing Apparatus. 

See also Testing, Physical Methods of. __ 

Apparatus and Technique for the Bureau of 
Reclamation Concrete Permeability 
Tests, by E. N. Vidal and G. A. Samson. 
Report of Committee C-9, Appendix I, 
289. 

Proposed Method for the Bend Testing of 
Wire. Report of Committee B-4, 
Appendix, 162. 

Tentative Laboratory Method of Making 
Flexure Tests of Concrete Using a 
Simple Beam with Third Point Loading, 
796. 

Tentative Method of Test for Knock 
Characteristics of Motor Fuels, 848. 

Tentative Method of Test for Softening 
Point by Ring-and-Ball Apparatus, 1186. 

Testing, Physical Methods of. 

(Methods of analysis, sampling, testing, 
etc., and revisions thereof, are also 
indexed under the materials and subjects 
covered by them.) 

Methods of Testing. 
mittee E-1, 513. 

Proposed Method for the Bend Testing of 
Wire. Report of Committee B-4, 
Appendix, 162. 

Proposed Recommended Practices for 
Designation of Numerical Requirements 
in Standards. Report of Committee 
E-1, Appendix, 527. 

Tentative Method of Test for Flexivity of 
Thermoflex (Thermostatic Metals), 765. 

Tentative Method of Test for Softening 
Point by Ring-and-Ball Apparatus, 1186. 
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The Testing of Non-Materials. Annual 
Address by the President, Hervey § 
Vassar, 37. 

Textile Materials. 

Proposed Revisions in Standards for Tex. 
tile Materials. Report of Committee 
D-13, Appendix, 502. 

Tentative Definitions and Terms Relating 
to Textile Materials, 1171. 

Tentative Methods of Test for: 

Fastness of Dyed or Printed Cotton 
Fabrics for Laundering or Domestic 
Washing, 1140. 

Fastness of Dyed or Printed Silk or 
Rayon Fabrics to Laundering or 
Domestic Washing, 1154. 

Pile Floor Covering, 1162. 

Resistance to Yarn Slippage in Silk, 
Rayon, and Silk-Rayon Woven Broad 
Goods, 1157. 

Small Amounts of Copper and Manga- 
nese in Textiles, 1166. 

Thickness of Solid Electrical Insulation, 
1026. 

and Tolerances for Certain Carded 
Cotton Gray Goods, 1143. 

and Tolerances for Woven Tapes, 1147. 

Varnished Cloths and Varnished Cloth 
Tapes Used in Electrical Insulation, 
1031. 

Tentative Revision of Standard Methods of 
Testing and Tolerances for Tire Cord 
Woven and on Cones, 1204. 

Tentative Revision of Standard Specifica- 
tions and Methods of Test for Chafer 
Tire Fabrics, 1203. 

Tentative Specifications for Black Bias- 
Cut Varnished Cloth Tape Used for 
Electrical Insulation, 912. 

Textile Materials. Report of Committee 
D-13, 490. 


Thawing Tests. 
See Freezing and Thawing Tests. 


Thermionic Titrometer. 

Proposed Method of Test for Neutraliza 
tion Number of Petroleum Products and 
Lubricants (Potentiometric Method). 
Report of Committee D-2, Appendis 
V, 409. 


Thermoflex. 
See Thermostatic Metals. 
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Thermometers, A.S.T.M. 

Tentative Method of Test for Softening 

Point by Ring-and-Ball Apparatus, 1186. 
Thermostatic Metals. 

Electrical-Heating, Electrical-Resistance 
and Electric-Furnace Alloys. Report of 
Committee B-4, 157. 

Proposed Method for the Bend Testing of 
Wire. Report of Committee B-4, 
Appendix, 162. 

Tentative Method of Test for Flexivity of 
Thermoflex (Thermostatic Metals), 765. 


Thickness. 


t 
Tentative Methods of Test for: 


Grading of Natural Mica, 931. 

Thickness of Solid Electrical Insulation, 
1026. 

Untreated Paper Used in 
Insulation, 933. 

Varnished Cloths and Cloth Tapes Used 
in Electrical Insulation, 1031. 

Tentative Specifications for Insulated Wire 
and Cable: Class AO, 30 per cent Hevea 
Rubber Compound, 1065. 

Tentative Specifications for Insulated Wire 
and Cable: Performance Rubber Com- 
pound, 1092. 

Tile. 

Hollow Masonry Building Units. 
of Committee C-10, 346. 

Tentative Specifications for Glazed Build- 
ing Units, 776. 

Timber. 

Tentative Specifications for Structural 
Wood Joist and Plank, Beams and 
Stringers, and Posts and Timbers, 823. 

Timber. Report of Committee D-7, 442. 

Timber Preservatives. 

Tentative Revision of Standard Definitions 
of Terms Relating to Timber Preserva- 
tives, 1208. 

Tentative Specifications for Zinc Chloride, 
847, 

Tire Cord and Fabrics. 

Tentative Revision of Standard Methods of 
Testing and Tolerances for Tire Cord, 
Woven and on Cones, 1204. 

Tentative Revision of Standard Specifica- 
tions and Methods of Test for Chafer 
Tire Fabrics, 1203. 


Electrical 


Report 


Track Bolts. 

Tentative Specifications for Heat-Treated 
Carbon- and Alloy-Steel Track Bolts, 
587. 

Transformer Oils. 

Proposed Method of Test for Kinematic 
Viscosity by Means of the Modified | 
Ostwald Viscosimeter. Report of Come 
mittee D-2, Appendix II, 399. 

Proposed Method of Test for Kinematic 
Viscosity by Means of the Suspended 
Level Viscosimeter. Report of Com- 
mittee D-2, Appendix I, 394. 


2 Proposed Method of Test for Neutraliza- 


tion Number of Petroleum Products and © 

(Potentiometric Method). 
Report of Committee D-2, Appendix 
V, 409. 

Tentative Method of Test for Saponifica- 
tion Number of Electrical Insulating Oils 
(Modified Baader Method), 988. 


Lubricants 


Tentative Methods of Testing Electrical 
Insulating Materials for Power Factor 
and Dielectric Constant, 955. 

Tentative Revision of Standard Methods 
of Testing Electrical Insulating Oils, | 
1206. 

Transverse Testing. 

See Flexure Testing. 

Tubes. 

See also Pipe and Piping Materials. 

Tentative Methods of Testing Electrical 
Insulating Materials for Power Factor 
and Dielectric Constant, 955. 

Tentative Specifications for: 
Seamless Alloy-Steel (4 to 6 per cent 
Chromium) Still Tubes for Refinery - 
Service, 619. 


per cent Chromium) Heat-Exchanger 
and Condenser Tubes, 612. 
Seamless Copper-Nickel Alloy Condenser 
Tubes and Ferrule Stock, 741. 
Seamless Steel Boiler Tubes for High- 
Pressure Service, 606. 
Tung Oil. 
Tentative Revision of Standard Specifica- 
tions for Raw Tung Oil, 1199. 
Turpentine. 


Naval Stores. Report of 


Committee 
D-17, 505. 
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Twist. 
Tentative Definitions and Terms Relating 
to Textile Materials, 1171. 


U 
4 Uniformity of Coating Test. 
Tentative Method of Test for Uniformity 
of Coating by the Preece Test (Copper 
Sulfate Dip) on Zinc-Coated (Galvan- 
ized) Iron or Steel Wire, 645. 
Union Colorimeter. 
Development of Color Standards for the 
A.S.T.M. Union Colorimeter. Report 
of Committee D-2, Appendix IV, 406. 


Valves. 

Tentative Specifications for Alloy-Steel 

_ Bolting Materials for High-Pressure and 

"High-Temperature Service to 1100 F., 

627. 

Tentative Specifications for Carbon and 
Alloy-Steel Nuts for Bolts for High- 
Pressure and High-Temperature Service 
to 1100 F., 634. 

Varnish. 

Accelerated Tests for Protective Coatings. 
Report of Subcommittee VII, Com- 
mittee D-1, 366. 

Preservative Coatings for Structural Ma- 
terials. Report of Committee D-1, 356. 

Report of Special Committee on Reorgan- 
ization of Committee D-1. Report of 
Committee D-1, Appendix, 383. 

Tentative Methods of Testing: 

Electrical Insulating Materials for Power 

Factor and Dielectric Constant, 955. 
-Varnished Cloths and Varnished Cloth 
Tapes Used in Electrical Insulation, 
1031. 
‘Varnishes Used for 
tion, 1039. 

Tentative Specifications for Black Bias- 
Cut Varnished Cloth Tape Used for 
Electrical Insulation, 912. 

Vibration Damping. 

Tentative Methods of Test for Compres- 

sion Set of Vulcanized Rubber, 1133. 
Viscosity. 

Proposed Method for Converting Kine- 
matic Viscosity to Saybolt Universal 
Viscosity. Report of Committee D-2, 

ITT, 404. 


Electrical Insula- 
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Proposed Method of Test for Kinematic 
Viscosity by Means of the Modified 
Ostwald Viscosimeter. Report of Com. 
mittee D-2, Appendix II, 399. 

Proposed Method of Test for Kinematic 
Viscosity by Means of the Suspended 
Level Viscosimeter. Report of Com- 
mittee D-2, Appendix I, 394. 

Tentative Methods of Testing Emulsified 
Asphalts, 880. 

Tentative Methods of Testing Varnishes 
Used for Electrical Insulation, 1039. 

Viscosity-Gravity Number. 

Diesel-Fuel-Oil Classification. Report of 

Committee D-2, Appendix VII, 418. 
Volatile Matter. 

Tentative Revision of Standard Methods of 
Laboratory Sampling and Analysis of 
Coal and Coke, 1206. 

Volume Change. 

Shrinkage of Haydite and Sand-Gravel 
Concrete, by F. E. Richart and J. E. 
Keranen. Report of Committee C-9, 
Appendix IV, 339. 

Tentative Methods of Testing Solid Filling 
and Treating Compounds Used for 
Electrical Insulation, 1000. 

Volume Change and Soundness of Portland 
Cement. Report of Working Com- 
mittee, Committee C-1, 225. Discus 
sion, 249. 

Vulcanized Rubber. 
See Rubber Products. 
W 
Water. 

See also Absorption; Moisture. 

Boiler Feedwater Studies. Report of the 
Joint Research Committee, 510. 

Tentative Methods of Testing Emulsified 
Asphalts, 880. 

Water for Industrial Uses. 
Committee D-19, 507. 
Water Gas Tar. . 

Tentative Revision of Standard Defin 
tions of Terms Relating to Timber 
Preservatives, 1208. 

Waterproofing. 

Bituminous Waterproofing and Rooting 
Materials. Report of Committee D+ 
448. 
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Tentative Methods of Testing Emulsified 
Asphalts, 880. 

Tentative Specifications for: 

Asphalt for Use in Damp-proofing and 
Waterproofing Above Ground Level, 
892. 

Asphalt for Use in Damp-proofing and 
Waterproofing Below Ground Level, 
894. 

Creosote for Priming Coat with Coal-Tar 
Pitch in Damp-proofing and Water- 
proofing Below and Above Ground 
Level, 908. 

High-Bitumen Coal-Tar Pitch for Use 
in Damp-proofing and Waterproofing 
Above Ground Level, 900. 

High-Bitumen Coal-Tar Pitch for Use 
in Damp-proofing and Waterproofing 
Below Ground Level, 902. 

High-Carbon Coal-Tar Pitch for Use in 
Damp-proofing and Waterproofing 
Above Ground Level, 904. 

High-Carbon Coal-Tar Pitch for Use in 
Damp-proofing and Waterproofing 
Below Ground Level, 906. 

Primer for Use with Asphalt in Damp- 
proofing and Waterproofing Below and 
Above Ground Level, 910. 

Weathering. 

see also Corrosion. 

Accelerated Tests for Protective Coatings. 
Report of Subcommittee VII, Com- 
mittee D-1, 366. 

\n Investigation of Aluminum Die Cast- 
ing Alloys Nos. IVa and Va. Report of 
Committee B-6, Appendix I, 182. 

Studies on Relation Between Character- 
istics of Blast-Furnace Slag and Other 
Coarse Aggregates and the Properties of 
Resultant Concretes, by Fred Hubbard. 
Report of Committee C-9, Appendix II, 
297. 

Studies of Sodium and Magnesium Sulfate 
Soundness Tests, by Stanton Walker 
and C. E. Proudley. Report of Com- 
mittee C-9, Appendix III, 327. Dis- 
cussion, 336. 

Welding. 

Tentative Specifications for: 

Fabricated Steel Bar or Rod Mats for 
Concrete Reinforcement, 571. 
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Seamless Steel Boiler Tubes for High- 
Pressure Service, 606. 
Welded Steel Wire Fabric for Concrete 
Reinforcement, 575. 
Wheels. 

Tentative Specifications for One-Wear and 
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Wrought Iron (Continued): 
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